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Install K-LENS-M Lens C 
_ing and Anti-Fogging St 
for clean, clear vision . 
all types of safety eye 


The Acknowledged Leader in the Lens Cleaning Field 
The WILKINS Co., Inc. 


Cortland 3, N. Y. 
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THE TECSOLV LINE...SOLVENTS FOR 
| ALL YOUR INDUSTRIAL CLEANING 


piece the a — pur- 
pose solvent available today, is a 
UVYTHENE «SA two's 
here are the | patent pending. It is a fast evapo 
rating, highly refined solvent of 

low-toxicity. 
advantages and | Vythene VYTHEME-D* is a modified form of 


VYTHENE. It is advantageous where 


slightly slower evaporation is de- 
uses of TECSOLV_ |! ie 
T TECSOLVY #919" is an economical 
| PeCS0 \ solvent for electrical motor clean- 
Sa tety So ! ve nt S = bd gem Po yore ns 
* has exceedin 
= | Tecsoly 204 high solvent power and is often - 
excelled for the removal or dis- 
| TECSOLY #991 6 a modified form 
* is a modified form 
of VYTHENE (Stabilized 1, 1, 1-Tri- 
T 
| chioroethane) with much greater 


solvent power for natural resins, 
| paints, and plastics. 


32 other Safety Solvents available for your industrial application 
* Trade Mark 
Dieeatectll 


, Solent Ven Degrecur 


Tecsolv Safety For safety engineered cleaning TECT’s com- 


pact Solvent Vapor Degreaser offers low 
initial installation cost and economical op- 
eration. 

Cleans approximately 250 Ibs. of metal 
per hour in pure solvent vapor. 


Solvents can be 


used and reused 


F , ; ! 
with Tect’s auto- Savings and Safety Too! 


SAFETY 

Minneapolis-Honeywell Safety 
Thermostat shuts off electricity if 
solvent vapors rise above the con- 
denser, due to failure of woter 
supply or inadequate volume of 
water. 
Chromalox Thermostat for heating 
elements shuts off electricity when 
machine requires draining of 
sludge or if more solvent is 
needed 


matic distilling 
equipment for 
approximately 


2c a gallon Model 82 Only $465.00 


1. 0. b. Dumont, N. J. 
# U.S. Potent pending Subject to change without notice 


Only $259.00 


f. o. b. Dumont, N. J. 
Model 22 Subject to change 


without notice 


TECT, INC. 
Dumont, N. J. 


Safety and Fire Equipment Jobbers: 
Note: Several Territories still open— 
write for details. 


Please Send Complete Information 
VYTHENE—the finest general-purpose solvent avail- 
able today. 
(1 TEETER STILL—automatic solvent recovery by D—if slightly slower evaporation is de- 
Sirable. 
C) SOLVENT VAPOR DEGREASERS. [] TECSOLV 9$19—economical solvent for electrical 
motor cleaning and general plant maintenance. 
NOW TECSOLV 204—for those tough resin and wax dis- 
solving jobs. 


WRITE FOR _— 


DETAILS | a 
. Title ce cccecccsececescsccoscooes 
Company jcavtadiiatasccminiee . . ° Tec. me 


ddr 
Address Dumont, New Jersey 
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| 
There’s a BIG/ difference in floor absorbents 


TEST IT Yourself! 


IN YOUR OWN OFFICE, make this simple 15-minute test. Com- 
pare Eagle-Picher Industrial 
absorbent. | 


Floor-Dry to any other floor 


HERE’S WHAT YOU'LL PROVE TO YOURSELF 


proof Eagle-Picher Floor-Dry: 


skid- 


[t's extremely insoluble, absorbs 


about safe, 
more oil and water. It goes further, provides much greater 
coverage. It reflects more light, brightens the work area. It’s 
le, no chemical 


non-combustil has 


reaction. It lasts longer, 


saves you money! 


Since 1843 


WRITE TODAY. Our Eagle-Picher rep 
resentative will bring the portable 
to yvour 
you may make this test yourself 


laboratory office where 
~The Eagle-Picher Company, 
Cincinnati 1, Ohio. 


TUTTE 
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Applied Hydraulics ¢ Flow © Material Handling 

Illustrated « Industry amd Welding @ Welding 

Illustrated © Commercial Refrigeration & Air 

Conditioning © Medern Office Precedures 

Precision Metal Molding. Members, Business 

Publications Audit ef Circulation, Inc. Not re- 
tbl 
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is 


Magic Lens Tissue, 6 refills 
per carton, $8.40 
Magic Lens Tissue Dispenser 
each, $2.50 


Magic Heavy Duty Dispenser 
each, $5.95 
Cleaning & Anti-Fogging 
Fluid, 12-12 oz. cans 
per carton, $12.50 
Magic Heavy Duty Paper, 18 
giant refills (760 sheets ea.) 











“SIZE — 

It’s twice as 

big as others. 
STRENGTH — 
It has twice the 
tearing strength. 
QUALITY — 
Polishes lens 
easier, brighter, 
faster, more 
lasting.” 


“BEST — 

Where Heavy-Duty 
cleaning is needed, 
Magic gives more 
safety for less money 
BIG — 

760 sheet packet 

for less refilling. 
ANTI-FOGGING — 
Included at no 
extra cost.” 











T.M, 


REG. us U.S. PAT. OFF. 


Cleaning Stations 


to install 
dispenser. No 
moving parts, no 
drilling, no screws 
just sticks to 

the wall. 
WINDOW — 
indicates 

refill time.” 


“NO SERVICE 
NEEDED 

No pumps to 
replace or bottles to 
refill. Toss the 
empty can away. 
ONE KEY— 

keeps dispenser 
pilfer proof.” 





“FASTEST — 

lens cleaning 

and polishing. 

IT LASTS — 

Lens stay sparkling 
and protected 
much longer.” 





“CLEANING & 
ANTI-FOGGING — 
in one finger-tip 
application. Valve 
delivers fluid 

where you want 

it — great 

time saver.” 





Wire or write us or your Safety Jobber today! 


The Silicone Paper Company of America, Inc. 


ry Major Industr\ 


7% ™ a a New York 17, N. Y. 





per carton, $11.60 DETV INS in America 


All prices F.0.B. shipping point 
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with a COMBINATION SCRUBBER-VAC! 
i LS 17% i. 


Here’s a timely answer to the need for reducing labor costs — 
a single cleaning unit that completely mechanizes scrubbing. A 
Combination Scrubber-Vac applies the cleanser, scrubs, flushes 
if required, and picks up (damp-dries the floor) — all in one 
operation! Maintenance men like the convenience of working 
with this single unit...the thoroughness with which it cleans 
...and the features that make the machine simple to operate. 
It’s self-propelled, and has a positive clutch. There are no 
switches to set for fast or slow — slight pressure of the hand on 
clutch lever adjusts speed to desired rate. The powerful 
vac performs quietly. 








Finnell’s 213P Scrubber-Vac at left, for heavy duty 
scrubbing of large-area floors, has a 26-inch brush 
spread. Cleans up to 8,750 sq. ft. per hour (and 
more in some cases), depending upon condition 
of the floors, congestion, et cetera. (The machine 
can be leased or purchased.) Finnell makes a full 
range of sizes, and self-powered as well as electric 
models. From this complete line, you can choose 
the size and model that’s exactly right for your 
job (no need to over-buy or under-buy). It’s also 
good to know that a Finnell Floor Specialist and 
Engineer is nearby to help train your maintenance 
operators in the proper use of the machine and to 
make periodic check-ups. 


For demonstration, consultation, or literature, 

phone or write nearest Finnell Branch or Finnell 

Powder Dispenser System, Inc., 3510 East St., Elkhart, Ind. Branch 

and Level Cable Wind Offices in all principal cities of the United States 
are accessories) and Canada. 


FINMELL SYSTEM, INC. & = Na 


PRINGI PAIL 


Originators of Power Scrubbing and Polishing Machines CITIES 
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THIS MONTH'S FEATURES 


What About Diabetics in Industry? 


Two of every 100 have diabetes. Here’s how those two 
can be used safely in industry. 


Fire-Resistant Hydraulic Fluids............... 46 


What can such fluids do to protect your plant against 
fire losses? 


DEPARTMENTS Wood Preservatives 


Even the most toxic wood preservatives can be handled 
, ‘ safely in industrial operations. 
Advertisers’ Index ... . 166 ifely in industrial operatior 
, —_—- ecw — , - 
Baby Poster You Can’t Duplicate Personnel 
Buvers’ Guide \ chain manufacturer offers something new it 
: ,’ . Se @.% «@ 


industrial safety field. 
Films on Safety Topies. 


Future Safety Micotings. Peach Elec tri al Safety With a Bang! 
Here’s a proven method for showing your people how 
to deal safely with electricity. 


Is It Fair? 


Letters What You Can Do to Stop Saw Accidents... ..... 76 
Literature in Shop saws can kill—it pays to guard and operate them 
This Month’s Ads .. with a little extra care. 
New Products 
Disaster School 
News of People You can train specialists in how to meet natural disas- 
& Suppliers ters—and at very little cost. 
Right off the Docket . . 
Scien ties Accident Stoppers 
; Short illustrated stories of how plants have solved per- 
Turtle Club plexing safety problems. 


Useful Literature Your Safety Equipment Guide—1956 
What’s to be exhibited at the National Safety Congress 
with notes on what equipment you need. 


What's New 


in Compensation 





PUBLISHED MONTHLY AND COPYRIGHT BY 
THE INDUSTRIAL PUBLISHING GROUP 


A DIVISI TELENEW ‘OTI ° ’ 
ACCEPTED AS GONTROLLED CIRCULATION - omainers spinternecnippniaearapertic: 
PUBLIGATION AT EAST STROUDSBURG, PENNSYLVANIA 812 HURON ROAD, CLEVELAND 15, OHIO 


RETURN FORM 3570 TO 1956 
812 HURON ROAD, 


CLEVELAND 15, OHIO SUBSCRIPTION RATES: Single copy 50c, one year $5; Canade $6; United Kingdom £2.5.0., 
payable in sterling at our London office. Other foreign $7. 
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J. O. BURGESS 


7023 Ninth Ave., N.W. 
Seattle 7, Washington 


SIDNEY MAYER 


P. ©. Box 6726 
Housten 5, Texes 


LEATHE KLINE 


8 S. Vandeventer Avenue 
5t. Lovis 8, Missouri 


eee eect Neb ov 


CHARLES HARTMANN 


4152 Marcus Avenue 
St. Lovis 15, Missouri 


NEIL SHEPPARD 


626 Burns Avenue 
Flossmoor, Illinois 


JACK CUMMINGS 


P. O. Box 245 
ta Habra, Californie 


GEORGE RHOADS 


3703 E. Woodrow 
Tulsa, Oklahoma 


BRUCE ATCHITY 


P. O. Box 187 
Kokomo, Indiana 


MARK CONSTANTINE 


1616 E. 50th Place 
Chicago 15, Illinois 


TOM HEASTER 


14878 Glastonbury Road 
Detroit 23, Michigan 


a epee) 


WEVE GOT 


Pp HY-TEST Sales Representatives 











your safety shoe problem may be...or wher- 
ever it may arise... there is a HY-TEST Sales Representative 
or a Mobile Unit ready to give you prompt, “on-the-spot” 
Service. HY-TEST covers the country with Safety Shoe 
Specialists...each equipped to point up the outstanding 
advantages of the World’s Largest Selling Safety Shoe. Let's 
get better acquainted. 


FRANK WEBB 


6140 Euclid Road 
Kenweod, Cincinnati, Ohio 


H. DBD. SCOTT 
Box 809 
Canton 1, Ohio 


ROBERT CARY 
414 Twelfth Street 
Dex Moines 9, lewa 


as 





YOU COVERED! 


...and @¥% Mobile Units featuring HY-TEST 
Place the EMPHASIS on SERVICE... 





T. LOUIS 
AIN OFFICE 
D WAREHOUSE 





ef 
wv ie rs 
-“ HY-TEST SAFETY SHOES 


Division 
INTERNATIONAL SHOE COMPANY 
1509 Washington Ave., St. Lovis 3, Mo. 
Teletype: SL 300 


927 N. 3rd St., Philadelphia 23, Pa. 
Teletype: PH 476 


XL , 


JOE HYDE 
619 Kenilworth Drive 
Pittsburgh 34, Pennsylvania 


FRANK RILEY 
218 Sedgewood Road 
Springfield, Pennsylvania 


MAX ALVAREZ 


5411 Bellwood Lane 
Knoxville 18, Tennessee 


HY-TEST 


MOBILE UNITS 
featuring 
HY-TEST SAFETY SHOES 


SID BOEDEKER 
6924 Florian Avenue 
Normandy 20, Missouri 


MAX BRANOVAN SHOE CO. 
2111 West North Avenue 
Milwaukee 5, Wisconsin 


FREEMAN'S INDUSTRIAL 
SHOE SERVICE 

1316 E. 63rd Street 

Chicago 37, Illinois 
INDUSTRIAL SAFETY 
SERVICE, INC. 


5 S. Vandeventer Avenue 
St. Louis 8, Missouri 


INDUSTRIAL SHOE CO. 
5825 Santa Fe Avenue 
Los Angeles, California 


IOWA SAFETY EQUIPMENT CO 
414 Twelfth Street 
Des Moines 9, lowa 


PENNSYLVANIA SAFETY SHOE 
212 Main Street co. 
Jamestown, New York 
QUENVOLD'S SAFETY 
SHOEMOBILE 


P. O. Box 815 
Lafayette, California 


TEXAS SAFETY SHOE SERVICE 
1321 West 24th Street 

Houston 8, Texas 

WEBB'S INDUSTRIAL 


PLANT SERVICE, INC. 
4217 Smith Road 
Neorweed 12, Ohio 


YEILDING BROS. COMPANY 
2nd Avenve at 22nd Street 
Birmingham, Alabama 


INDUSTRIAL SAFETY SERVICE, 
619 Kenilworth Drive INC. 
Pittsburgh 34, Pa. 


Vic GIROLAMI 
5007 N. Berkeley Boulevard 
Milwaukee 17, Wisconsin 


ROBERT ROTH 


16-6 Garden Circle 
Waltham 54, Massechusetts 


CHESS WILLIAMS 


Box 4521, Audubon Station 
Baton Rouge, Lovisiana 


Safety Shoes 
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RESISTANT TO 

SORETY GRIPTITE J ons. actos, 
ROUGH FINISH COATED FABRIC 
WORK GLOVES 


CHEMICALS, 


NO SIDE SEAMS 
OR THUMB SEAM 
TO RIP OR 

OR WEAR OUT 


OW> 1K POSITIVE 
—— GRIP 


IN OIL, GREASE, GASOLINE, 
ACIDS AND SOLVENTS 


Combining a vinyl base with a Sureseal 
rough finish, Surety Griptites achieve the 
qualities for long life and a claw-like grip. 
Here’s comfort, service and safety that keep 
glove costs reasonable. Send for bulletin. 


THE RUBBER COMPANY 


y= Carrollton, Ohio 


In Canada: 
Safety Supply Co., Toronto 








A TAMCO 
SleeFF.. 


SAFER © SURER © SMARTER 


Bruised or broken fingers mean lost man hours 

and costly work stoppage. ELIMINATE THESE , 

INJURIES by using a TAMCO safety SLEEFF y Dealer 
Hand Guard on all hand tool operations. Inquiries 


Durable lightweight plastic. Available in octagon Welcomed 
sizes: 14”, 4”, 34”, 78” and 1”. 
Assure positive protection from hammer blows. 

. . « TODAY! See your local 

supply house or write direct for 


Leaflet SL-56. 
Visit Booth 318, National Safety Show 
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BUYERS’ GUIDE 


Use this classified list of 
advertised products to locate 
easily the information 
you need 








A 


Absorbents. floor 

Air operated equipment 
Athletes’ foot preventive. . 98, 
Awards, trophies 62, 110, 1 


Breathing equipment 
LOO, 
Bulletin boards 


Cc 
Chains, slings 55. 109, 


Cigarette dunking stations 


Dock boards 


Dust control equipment 


Ear protectors 
Emergency lighting 
Eye wash fountains 
Eyewear 
Cover III, 10, 14-15, 17-24, : 
50-51, 64, 


Faceshields , 17-24, 33 
Films 93 
Fire fighting equipment 
62, 87, 114, 118, 127, 162 
First aid supplies 
40, 81, 91, 98, 117, 122, 132, 
138, 139, 161 
Floor covering, matting 108, 124 
Floor maintenance equipment 
4, 110 
Floor maintenance materials 
61, 63, 110, 116 
Floor non-slip materials 
26, 29, 64, 92, 94 
Footwear 
6-7, 12-13, 36-37, 70-71, 104, 
106-107, 110, 125, 142-143 


G 


Gloves, protective 
8, 39, 49, 57-58, 99, 111, 127, 
136, 140, 160 


Continued on page 100 
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Ask the steel worker at the 
open-hearth furnace. Ask 

the fire-fighter, the arc welder, 
the countless other. workers 
who daily deal with the 
hazards of sparks:and fire. 
They'll tell you that protective 
clothing treated with 
ARISTOCRAT PERMAPROOF 
400 provides the utmost in 
flame-proof protection. As a 
safety man, responsible for 

the well-being of your workers, 
you'll want to look into the 
ARISTOCRAT PERMAPROOF 
400 story. 


ARISTOCRAT PERMAPROOF 400 


“ ” 
burn proofs YOUR WORKERS 


CHECK THESE ADVANTAGES: 
e Withstands Repeated Wash- 


ings — Retains Flame - Resis- 
tant Value 


Outlasts Untreated Fabrics 
3-1 


Non-Toxic — Will Not Cause 
Skin Irritation 


Mildew-Resistant — Not af- 
fected by Damp Climates 


Controlled Shrinkage of Not 
More Than 4%, 


A free sample of 
flame-resistant ARISTOCRAT 
PERMAPROOF 400 cloth is 

* yours for the asking. Write 
today! 
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See Them In Booth 154 


Outstanding Safety Equipment 
shown by Jackson Products 
at National Safety Congress 


In heavy construction work, in the ship- 
yards, and in many other fields, make 
Jackson Safety Hats and Caps your choice. 
Molded of glass fiber and polyester resins, 
they are light, resilient, tough and strong. 
They exceed Federal Specifications for elec- 
trical resistance, impact, penetration, flam- 
mability and water absorption. Weight is 
well below the specified limit. 

Hat has full brim all around, Cap has narrow 
brim with visor in front. Both are made in 
grey, white, yellow, orange, green, blue, 
brown and red. 


NEW- Greatly improved head- 
gear, more comfortable, more 
durable, on all fiber glass hats 
and caps. Made in one unit, its 
plastic headband holds its shape, 
retains its strength and flexibility 
under extreme weather condi- 
tions. Soft leatherette sweatband 
encircles the head. 





Jackson Helmet H1-AP 





This Welding Helmet, with Adjust-O-Lok 
headgear and plastic lens holder is one of 
18 models. Nylon, wear-resistant and in- 
sulative, is used for headband, friction pivots 
and large, winged knob adjusting mechanism. 
Helmet shell is of fiber glass plastic. Strong, 
light, highly resistant to moisture, it holds 
its shape, lasts many times longer than old- 
style helmets. Lens holder, of high-impact 
plastic, is insulative, heat resistant. No 
metal parts protrude, so no current can 
pass shell or headgear. 


Three styles of helmets are 
offered pivoted to the Jackson 
Safety Cap. Type SCH-4 shows 
white cap and narrow shell 
helmet, lift-front lens holder. 








The Supergoggles (shown left) are one of 
three series of Jackson Goggles. A true 
cover-all style, they’re wider, without being 
bulky, to be worn over today’s larger pre- 
scription glasses and safety spectacles. Larger 
inside areas, well ventilated, make them 
cooler, more comfortable. 

Made with elastic headband or plastic head- 
rest, for gas welding, or, with clear hardened 
lenses, for chipping and grinding. 


Cap-and Goggle combination 
shows Unigoggle for gas weld- 
ing. Springs in telescopic arms 
hold goggle up or down. 





Featherlight, 514 ounces, worn easy as a 
felt hat, this eye and face shield protects 
while buffing, sanding, light grinding, spot- 
welding and woodworking, against acids and 
molten metal. Replaceable fire-repellent 
visor, in clear plastic and in three shades of 
green, snaps in place in front of pivoted 
spark deflector. 


Hat and Face Shield Combination. 
Eight-inch clear visor pivots on 
aluminum frame members. 








JACKSON PRODUCTS, 


INC. 


SAFETY PRODUCTS AND ARC WELDING ACCESSORIES SOLD THROUGH DEALERS EVERYWHERE 


2 PROO” 


WARREN « MICHIGAN 
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SCREEN job applicants — 
TEST employees 


with AUDIVOX 


Audiometers ! 


Audivox Instruments protect your Company from 
Deafness Claims — Curb Needless Accidents. 


Now Audivox, pioneer with Bell Telephone as s] a ae parson ‘nt 

, . : . ode — Sensitive chec 
Laboratories in the development of audiom sa sheiek deniiaiaindieh, canes tee 
eters, brings you two accurate new electronic :, ing loss in db at discrete frequen- 
tools to measure hearing power. With these cies from 125-8000 cps. Bone re- 
: © e ti ee . ' ceiver, microphone, masking, and 
invaluable, inexpensive “hearing yardsticks, ; sailed? taaineesauinns eaamaiit. “deal 
you Can screen applicants for prior hearing vox supplies audiometers to VA 


ade See a , ; ¢ Hospitals and Clinics. Can be re- 
loss, test employees for post-employment losses. eile Tanai, 


An Audivox screening-testing system is your 

erogehenioetba si deaeeaesieidliiee seemed: “Maaaaiae FOR SCREENING 
company s best protection against “deatness elie Cn Sertehbe Audie 
claims . . . needless accidents . . . and ineffi- , —— Audiometer goes anywhere to 


ciency on the job. screen your applicants. Accurately 
. " : : P i measures hearing loss in db from 
Get the facts about both Audivox Audiometers, 250-0000. cps. Group screening 


Models 7 and 8. Mail the coupon now. ' = equipment available for up to 40 


individuals. 
----—-----ernrnrenrreenreeee eer 4 
AUDIVOX INC., Dept. X, 123 Worcester St., Boston, Massachusetts 


Please send me FREE detailed information on Audiometers by Audivox. 


aqudivox' - 








STREET 





Successor to Western Flecnic Héaring Aid Division 


CITY STATE 


Hn cs se se ee ee ee ee 
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OPENS AND CLOSES IN A FLASH! 


Adjustable For Perfect Fit 


Here’s another extra that Iron Age has made available 
in steel toe safety shoes to help increase your cover- 
age. It’s our new No. 607 with revolutionary Talon 
Shu-Lok fastener. This patented ‘‘slide-and-snap”’ 
closure makes putting on and taking off safety 
shoes easier and faster. And with the Shu-Lok 
built into a superbly comfortable Iron Age 
plain toe safety oxford, you’ve got the neatest 
looking safety shoe ever offered. 
Other quality features in the No. 607 
include uppers of genuine Cambi-Cordovan 
leather, thermoplastic counters, Dacron 
stitching and Pacifate linings. Outsoles 
are featherweight, oil-resistant Neo- 
prene Nitrocrepe. 
Be among the first to show and 
demonstrate the utility of this 
handsome new Iron Age number. 
It’s in stock and ready for 
delivery. 


E 
EEE 6-13 


SAFETY SHOE FOR INDUSTRIAL AMERICA 
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SAFETY SHOE VALUES 


lron Age Insulated Safety Boots 
(Catan rile 0006 sre Deoretel 


ay toned bafe abureys/ 


No. 677 
E 6-12 


No. 678 (not illustrated) 
same in regular 6” work 


shoe height. 


H. CHILDS & CO., INC. 
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@ KEEPS WATER OUT 
AND STILL BREATHES — 
© STAYS SOFT AND FLEXIBLE 
makes. Ahets- 
MORE COMFORTABLE TO WEAR 
STAY NEW LOOKING LONGER 
*T.M. Dow Corning Corporation 


THIS TAG _% 
TELLS THE STORY 


Looking for a sturdy leather 8” 
boot with a steel toe? Want one 
that’s insulated against cold and 
heat? Need one that sheds water 
like a duck’s back; resists oils, 
acids, alkalis; that’s softly supple, 
yet wears like iron? There’s just 
one that meets these specifica- 
tions. It’s the new Jron Age Insu- 
lated Safety Boot. 


The big feature is the upper 
leather. It’s Parka Brown Sylflex, 
a patented tannage using Dow 
silicones. This process keeps mois- 
ture out, permits the leather to 
breathe; allows the fibres to re- 
main forever soft and flexible. 


Be among the first to start 
earning the benefits your people 
can gain by wearing this exclusive 
Iron Age value. Be prepared for 
bad weather ahead. Get your stock 
order in today. 


THER FEATURES 


Waterproofed inseams and welting 
Double counter and backstay 
Dacron stitched throughout 
Seiberling Oil-Pruf sole, heel 

Full leather middle sole 


Rawhide laces 


ron Age 


DIVISION 


1205 Madison Ave. Pittsburgh 12, Pa. 
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for all-around protection 


SOFT VINYL FRAMES 


... safe, comfortable, form-fit 


HEAVY IMPACT PROTE 

Replaceable, optically perfect methacrylate 

lenses in models 440 SV (clear frame) and 

460 SV (green frame). Clear (C) lens is 

rai ® = light (G2), medium (G4) and ’ 4 / 

ark (GG) green lenses are .080” thick. / ~ is ilati i 

Lenses meet Federal Specifications for “drop 7 Stac-Vent (SV) Ventilation provides 

ball’ and “drop needle” tests. 4 clear, fog-free vision — greater 

ee — rotection. Also: regular (RV 
AVERAGE IMPACT PROTECTION " p ~ h. a ), 

Replaceable, optically perfect acetate lenses som ( ) or no ( ) ven _— 
in models 441 SV (clear frame) and 461 
SV (green frame). Clear (AC) lens is 


.060” thick; green lens (AG) is .050” thick. Soft Viny Il Frame G oggles Fit O r A 1y Pre: cription Frame 


VINYL 


Opaque black frames with methacrylate 
(Model 490) or acetate (Model 491) 
lenses. Stac-Vent ventilation only. Lenses 
available in medium (G4) or dark (G6) 
green. 


Molded Curved 
and Molded. Square 
: (Models 1-N regular 
Weld le (Model 
Welding posele (Mode so $0 exes angel 
lens holder. Replace- ashes a él nem 
able standard 50 mm ane ene Se eee 
round, Federal Specifi- glasses. Frames available in crystal, green 6 or black. 
ctions welding fileers Replaceable methacrylate lenses in clear (C), light 
available in shades 3, 4, green (G2), medium green (G4) and dark green 
5 and 6. Glass filters inside and outside protected by (G6). 
acetate cover lenses. 


FN oe Yd 8 oe WY on Bt 


light, comfortable zrotection 


... featherlight and safe 


HEAVY DUTY METHACRYLATE LENSES are optically per- 
fect, .105”-.115” thick for impact protection. They 
will not shatter or pit. Lenses provide full, clear vision 
with side shield or cup type side and bottom protec- 
tion. Meet Federal Specifications for “drop ball” and 
“drop needle” tests. 


ONE SIZE FITS ALL WORKERS. Wearer adjusts and main- 
tains his own spectacles. Universal nosepiece and 
adjustable Retrax Temples assure perfect fit. 


Choice of 3 Temple Styles 

Model 425 

ce — ++. over eyes protection 
All the features of Tuc- 
Aways plus over-eyes 
visor protection from 
glare and flying particles. 
Visor fits comfortably 
against forehead. 


. SAVERS 





WATCHEMOKET 


AS 


SAVERS 


Close fitting for maximum protection and com- 
fort. Optically correct, full, all-around vision — 
no distortion of image through lens area. 
Cheepee Model 99 is medium size .040” thick 
acetate goggles. D-Lux Model 100 is extra large 
size .050” thick acetate goggles. 


Ideal for visitors’ protection. Lens and visor 
molded in one piece, formed of optically perfect 
.080” thick methacrylate in clear (C) with black 
painted visor, light green (G2) and medium green 
(G4). Retrax temple and lens angling device per- 
mit easy adjustment — comfortable fit. Model 55. 


Split-Joint plastic frame 
enables quick, easy lens re- 
placement. Plastic Retrax 


Temples telescope in and 
out for perfect fit. Double 
bridge design increases 
strength of frame. Model 
80 is frame only, furnished 


for prescription use with standard 47 mm P-3 shape 
lenses. Model 80 MS is frame and optically perfect, 


New low-cost safety spec- 
tacles for visitors’ use. 
Cast acrylic lenses pro- 
vide excellent protection. 
Nylon frame is virtually 
unbreakable. Entire spec- 
tacle is light and comfort- 


curved, methacrylate, plano lenses, .080” thick. able — weighs less than an ounce. Model #201. 


Has highly styled Club Temples. 


he 


a 


IY 


~ 


Featherlight Tuc-Overs are 
all plastic with integral 
visor protection. Clip on 
prescription glasses for pro- 
tection against medium 
impact, glare and sparks 
which might pit the glass 
lenses. Model 175 (Medi- 


Handsome, lightweight 
frame curved to fit fore- 
head. Optically perfect, 
curved, methacrylate 
lenses snap-in and snap- 
out for easy replacement. 


um), Model 176 (Large). Both models are avail- 
able with either the new “orbital” lenses or dropeye 
lenses. Frames are available in translucent white 
or green. 


Model 595 has Metal 
Retrax Temples, Model 590 has Club Temples. 
Furnished with protective case. 





remember these 5 PAX STARS 


KKKKK 
MILLIONS DO and LOVE THEM! 





PAX WATERLESS 
SKIN CLEANERS 


Three different waterless skin 
cleaners are available from PAX. Each 
is designed to do a thoroughly efficient 
job within its “performance range.” 

PAX LIGHT DUTY*is a very 
stable waterless skin cleaner for use in 
removing oil, grease, ink, and some 
other hard to remove stains and indus- 
trial soils. It affords maximum protec- 
tion to the skin. It can be used effec- 
tively either with or without water. 

PAX-SOLV is an exceptional skin 
cleaner for quickly removing many dif- 
erent varieties of imbedded grime and 
dirt. Use it to remove grease, carbon, 
dyes and other stains such as printers’ 
ink, offset intensifier, etc., which soap 
and water will not remove. 

PAX EXTRA HEAVY DUTY’ is 
a waterless skin cleaner formulated to 
work fast against almost all stubborn 
soils. Comparison tests show that this 
skin cleaner is up to 75% more effective 
than other leading brands of waterless 
skin cleaners. 

PAX Extra Heavy Duty will re- 
move paints, lacquers, tars, mastics, 
rubber cement, etc.—even when they 
have dried and become set on the skin. 


G. H. PACKWOOD MANUFACT 


Circle No. 14 on reader service card for more Information 


PAX LANOLIN LOTION 


(protective) 


for a Soft and Supple Skin 

PAX LANOLIN LOTION 
represents the result of radically 
new chemical techniques developed 
by a PAX research team, permit- 
ting vastly more pure Lanolin to be 
incorporated into a model skin 
protective lotion. 

PAX LANOLIN LOTION con- 
tains special anhydrous, deodorized 
Lanolin U.S.P. 5% minimum. Total 
emollients are at least 16% mini- 
mum. The hydrogen ion value is 
the same as the acid mantle range 
of the skin. 


PAX SILICONE LOTION* 


(protective) 

Emollienated PAX SILI- 
CONE LOTION contains 10% 
long polymer Dimethyl! Polysiloxane. 
This means that it specifically re- 
sists water, various alcohols, min- 
eral oil, various acids and deter- 
gents, carbitol, dimethyl phthalate, 
ethylene glycol, acetone as well as 
other chemicals. It therefore af- 
fords long-lasting protection to the 
user against any of these materials, 

and most water borne irritants. 
PAX SILICONE LOTION of 
course also contains /anolin. It is 
pleasant to use, does not leave the 
hands greasy, and actually imparts 
a smooth “natural” feeling to the 
hands. It does not impair the 
normal sensitivity of the hands 


or fingers. 
* PATENT APPLIED FOR 


PAX-LANO-SAV HEAVY DUTY 
The Aristocrat of all 
Granulated Skin Cleansers 


IT’S EMOLLIENATED! 

For over thirty years famous 
PAX-LANO-SAV HEAVY DUTY 
Granulated Skin Cleanser has ex- 
celled! Its well-earned reputation 
has made it the leading industrial 
skin cleanser of its kind! 

Use PAX to remove deeply im- 
bedded and ground-in industrial 
soils economically, quickly—and 
safely! Gentle PAX is easy on the 
skin, and it helps to reduce the inci- 
dence of Occupational Dermatitis. 


PAX DEODORANT 
CREAM SOAP 


PAX DEODORANT CREAM 
SOAP is formulated for economical 
use as well as lasting consumer 
acceptance. One gallon will give 
more than 4900 wash-ups—at a 
cost far below the “per thousand 
wash-up” cost of either bar or 
liquid soaps. 

It is recommended for shower 
rooms. The gentle, shampoo-like 
action of Lanolated PAX leaves 
the skin smooth and refreshed. 

Get all the facts on PAX DE- 
ODORANT CREAM SOAP. You'll 
find that they add up to less main- 
tenance required in washing areas, 
and economy coupled with enthu- 
siastic user acceptance. 


LOOK for the PAX ROOSTER and 
the PAX SEAL. They are trade 
marks used only on products of 


the highest merit. 


LOUIS 10, 


URING COMPANY 4 
Chemists 
1551 TOWER GROVE AVENUE e ST. 


MO. 


56-3 
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for the most complete line of 
SAFETY EQUIPMENT 
you can buy! 





EYE AND FACE PROTECTION 
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| WELDING PROTECTION | RESPIRATORY PROTECTION 





: W | LLS 0 ~ SAFETY SPECTACLES 


Style WF—New wide vision frame shape in flesh-color 
butyrate. Provide maximum protection but don’t look like 
safety spectacles. Handsome styling appeals to workers, pro- 
vides safety with comfort. Spatula or half-plastic—half-cable 
temples, full range of eye, bridge and temple sizes. Also 
available in bronze-color as Style WFB. 





Style WP Saddle bridge provides maximum strength and 
rigidity. Sturdy combustion-resistant frames, temples and side- 
shields of acetate butyrate—Styles WP and WPS in flesh 
color—WPG and WPSG in green. Has on-line temples— 
standard with half-plastic—half-cable but also available with 
spade temples and elastic headband. 





Style WK-—Same design and features as WB series except 
that acetate butyrate frames are flesh color. Style WKS with 
sideshields. Style WKPS with sideshields and adjustable 
rocker nose pads. Style WKP with nose pads but without 
sideshields. 





Style WCS~— Unique hinged bridge sets WCS series apart 
from ordinary safety spectacles. One size for all faces... 
broad or narrow—long or short. Fits all bridge widths from 
18 to 26 mm. One eye size—47 mm. Contour-Spec frames, 
temples and sideshields are of sturdy, combustion-resistant 
acetate butyrate—Style WCS47 in flesh color, WCSG47 in 
green. Patented Contour-Spec temples assure safe com- 
fortable fit. 





Style AVS—Modern frame with Hi-Line* temples permits 
unobstructed vision. Metal reinforcing bar adds strength and 
rigidity. Adjustable plastic rocker nose pads assure com- 
fortable wearing. Sturdy, flexible covered industrial cable 
temples easily bend to and hold proper fit. Metal parts are of 


strong nickel silver, nickel plated for extra resistance to 
corrosion. 





Style A—Sturdy frame with on-line temples, metal rein- 
forcing bar and easy lens replacement feature. Available 
also with pearloid brow rest (Styles Al and ASl) for extra 
comfort. Flexible cable temples covered with sweat-proof 
plastic. Rocker nose pads adjustable for proper fit. Metal 
parts are non-corrosive for long service 














GOGGLES 


Style CC70—Durable, non-flammable lightweight nylon 
cups to fit easily over large frame prescription glasses. Two 
wire screen ventilators in each cup and slotted aluminum 
lens rings provide continuous air flow through goggles 
Standard 50 mm. lenses. Adjustable leather bridge and rigid 
top bar sta 


Style Variation 
CC72—same as CC70 except each cup has indirect ven- 


tilating ports instead of screens and lens rings are unventi- 
lated. For dusty operations 


Style CC702—same as CC70 except cups are molded of 


clear plastic for increased visibility in dark areas 





Style TAW51—Dark mottled brown, molded plastic eye 
cups scientifically shaped to fit all faces. Chain bridge 
covered with plastic tubing is adjustable for bridge width. 
Ventilation is provided by side screens on cups and per- 
forated sides of molded plastic lens rings. 





Style X41 —This goggle is specifically designed to furnish 
protection against splashes of corrosive liquids encountered 
in the chemical process industries. The mask is molded of oil 
and corrosive resistant rubber and proportioned to fit over 
prescription glasses. The resilient, rolled edge construction 
assures close facial contact without discomforting pressure. 


Has large (56 x 67mm.) drop eye (triangular) clear flat 
Super-Tough® lens for wide, undistorted vision. Lens are 
easily replaceable 





Style DL31—Leather mask type dust goggle with deep 
metal cups finely perforated for ventilation. Leather mask is 
corduroy-bound for added comfort. Lens are clear 50 mm. 
round Super-Tough. One-piece adjustable elastic headband. 
Recommended for hot, humid operations where excessive 
fogging is encountered. 





Style D81—A dust goggle featuring chenille bound fabrit 
cups for lightweight, unusually comfortable protection. 
Closely woven fabric provides excellent ventilation yet excludes 
dust and flying particles. Oval-shaped clear Super-Tough 
lens are held securely in split-end metal rings. One-piece 
adjustable elastic headband and spade temples. 
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WELDING PROTECTION 


Style CW70—Non-flammable cups of tough, durable 
lightweight Nylon fit over prescription glasses with ample 
room for comfort and excellent ventilation. Weighs only 
1/, ounce more than smaller cover-all styles. Vents in molded 
Nylon external screw caps and lens seats keep lenses fog-free. 
Two indirect ventilating ports in each eye cup admit air—shut 
out glare. Adjustable leather bridge and rigid top bar stand- 
ard for custom fit. Standard 50 mm. round lenses. 


Style RW50 — Welders goggle with eye cups and external 
lens retaining rings molded of light brown plastic. Screened 
ports furnish indirect ventilation. Chain bridge is adjustable 
for comfortable fit. Standard 50 mm. round lenses. 


Style Variation 


WAW10—same as RWSO except that ports are molded of 
dark brown plastic 


Style DC55— Double duty Chip-Weld® goggles featuring 
Kover-Mor cup design. For operations involving both welding 
and chipping. Strongly hinged welding frames flip up leaving 
eyes protected by clear Super-Tough lenses. 


Style Variation 


DC58—same as DC55 except that dual lift bar operates 
both welding frames at once. 


Style CWH70 Head-Rest Goggle —Comiortable, 
convenient flip-up eye protection for gas welders, brazers, 
burners, torch cutters and furnacemen. Lightweight plastic 
headgear with adjustable spring tension arms permits goggle 
to be raised with one hand for work inspection. Assembly 
features CW70 Kover-Mor goggle—can be furnished with any 
Kover-Mor style. 


Style 826 —In this helmet the glass holder is integrally 
molded into the shell, eliminating all chance of light leaks at 
this critical point. The helmet is molded of Fiberglas rein- 
forced plastic of an attractive green shade. It is strong, 
lightweight, moisture-proof, non-warping and heat-resistant, 
and can be cleaned easily with Willson Germi-Cloth or plain 
soap and water. The flexible plastic headgear is fitted with 
a felt sweatband and has an exclusive adjustment for quick 
and easy sizing for maximum head comfort. 


Style 26—Fabricated shell, inward-curved lower portion 
and metal glass holder. This helmet is fitted with 2 inch x 414 
inch Willson-Weld filter glass and clear cover glass. Style 
No. 26 conforms with Federal Specification GGG-H-2lla. 








Style 1—Fabricated fibre shell with metal glass holder. 
Securely riveted for long service. Hollow fibre handle firmly 
attached to shell. Complete with 2 inch x 414 inch Willson- 
Weld filter glass and clear cover plate. 
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LIGHTWEIGHT PLASTIC 
EYE AND FACE PROTECTION 


Style FW3_— This most recent style of Willson Feather Spec 
features an attractive bronze acetate butyrate frame that 
quickly wins worker approval. An integrally molded brow 
rest holds the spectacle well out from the eyes, permitting air 
circulation for cool comfort and ample clearance when worn 
over prescription glasses. Matching half-plastic—half-cable 
temples are adjustable for ease of wearing. Lenses are of 
040 thick acetate, available in either clear or green 
They lock securely into the frame but are easily removed for 
cleaning or replacement 


Style FW 2—Ever popular metal frame Willson Feather 
Spec available with either clear or green .040 thick acetate 
lenses. Also available with .060 thick lenses in clear or green 


Style 91A and Style 93A—This MonoGoggle is the 
most recent development in this extremely popular type of eye 
protection. Five style variations provide the solution to pro- 
tection problems on grinding, buffing, woodworking, light 
metal working, spot welding, construction work, and other 
operations involving impact hazards... Wide, deep frame 
of soft, pliable, easy-to-wear vinyl gives ample clearance 
even over big plastic frame prescription glasses... Channeled 
sides provide new comfort over spectacle temples Large 
flat .060 plastic lens with ‘‘picture window” scope of vision 

Glareless side-light admitted by the transparent frame 


Style Variations 
No. 91A—ventilated frame, clear flat acetate lens 
No. 92A—unventilated frame, clear flat acetate lens 


No. 93A—frame ventilated by four indirect ports, clear flat 
acetate lens 


No. 93AV—same as No. 93A except lens is clear flat vinyl 
for greater resistance to corrosive agents such as acids 
or galvanizing fumes 


Style V1-64 and V3-84C - For operations requiring 


coverage of a large portion ot or the entire face. Willson 
Protecto-Shields offer a wide variety of visors and headgears 
for the proper degree of protection. Recommended for wood- 
working, spot welding, metal sawing, buffing and chemical 


operations where there is a hazard from splashing liquids 


Cellulose acetate transparent visors are available in clear 
and in two shades of green, light and dark, for protection 
against bright lights or glare as encountered in furnace 
operations. Choice of two thicknesses—.040” or .060” (dark 
green in .040" only) and three lengths—4, 6, or 8 inch. Wide 
flare acetate visors are furnished in the same colors but in 
.040" thickness and 6 and 8 inch lengths only. 


STYLE V1-64—Standard transparent visor of .040’’ thick 


cellulose acetate, six inch length; fibre headgear features 
small brow guard, crown strap, and adjustable headband 


STYLE V3-84C— Wide flare transparent visor for added pro- 
tection against splashing liquids in chemical operations; 
headgear same as V1-64 








| RESPIRATORY 
PROTECTION 


Style 400 and 800—The principle and purpose of the 
Willson Interchangeable Respirator Series is to reduce to a 
minimum the problem of providing efficient protection against 
the wide variety of respiratory hazards found in modern 
industry 


Both interchangeable facepieces, single and double cartridge 
are molded of resilient natural rubber in the proper design 
and dimensions for safe, effective facial contact. In the No 
800 double cartridge style the soft rolled edge and chin cup 
assure long wearing comfort while in the No. 400 single 
cartridge type the same end is achieved by the flexible 
tapered edge of the facepiece 


The prime feature of these interchangeable respirators is 
that they can be converted quickly and easily to provide 
protection against various respiratory hazards, simply by 
changing the cartridges and/or filters. No extra parts or 
adapters are required 





Style 2 and 22-—Fitted with exhalation valves for easy 
breathing. Molded rubber facepiece conforms comfortably to 
facial contours. Uses X2-3 Lintine filter 


Style 22—same as No. 2 but uses felted wool and cotton 
R103 filter 





Style 600 MonoMask — This new, compact, lightweight 
respirator features a one-piece filter holder and facepiece 
Because it is molded of rubber with a plastic filter holder, 
there is no metal to dent, scratch or corrode. Filters are easy 
to change without need of a clip. The feathered edge of the 
facepiece and the overall resilience of the rubber permit a 
tight seal on the face with minimum pressure and maximum 
comfort. Carries U. S. Bureau of Mines Approval 2170 





Style WUG | Style GA 


Style WUG~— Willson Universal Gas Masks provide the 
all-round protection their name implies. They meet the rigid 
requirements of the Bureau of Mines under Schedule 14E. 
There are two versions of the universal mask: The Standard 
(Style WUG-N1) which protects against all gases, dusts, 
fumes, mists and fogs, and the Fire-Fighter which incorporates 
a special additional dust filter to protect against smoke as 
well as the other hazards 





Style GA—On operations involving continuous exposure 
to dusts, mists, fumes or vapors in harmful concentrations, 
air line respirators provide the most satisfactory protection. 
They furnish a constant flow of fresh, filtered air with little or 
no breathing resistance and can be worn for hours without 
fatigue. The respirators are the ‘constant flow’’ type which 
is the most comfortable and widely used style. 
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HEAD PROTECTION 


Phenolic Hat and Cap—Toughest hard hats ever tested 
by Willson Research Center. Impact resistance superior to 
fiberglas and plastic. Phenolic hats are built up of laminated 
phenolic-impregnated canvas, preformed and molded under 
heat and pressure. Their tough construction far exceeds strict 
Federal penetration and flammability requirements 


Fiberglas Hat and Cap — Willson Fiberglas Super-Tough 
Hat and Cap shells are molded in five colors—Green, Gray 
Red, White and Yellow—of Fiberglas reinforced plastic. The 
smooth contour of the crown deflects falling objects and 
reduces the force of the impact. This design provides high 
clearance between the crown of the hat and the top of the 
head with low overall height 


Insulating Hat and Cap—This all plastic Super-Tough 
Hat meets fully the exacting requirements of the specifications 
of the Edison Electrical Institute for Insulating Safety Head- 
gear for Electrical Workers. The shell is injection molded in 
one piece of lightweight, tough, moisture-proof, resilient 
plastic. There are no seams, joints or holes—its strength is 
uniform throughout. The slightly larger crown provides an 
extra margin of safety between the shell and the head 


Cap and Welding Helmet -— This attachment holds 
welding helmet securely in either the welding position or up 
over the welding position or up over the cap. The snap 
fasteners release easily and quickly for removal of the helmet 
from the cap. Can be installed on Cap at factory or is obtain- 
able as a kit for installation in the field. 


Cap and Face Shield —Willson’s complete line of trans- 
parent plastic and wire screen face shields may be attached 
to Super-Tough Hats and Caps. Transparent plastic visors 
may be obtained in 4 inch, 6 inch, and 8 inch lengths, and 
in either .040 inch or .060 inch thicknesses. They are avail- 
able in clear and in two shades of green. 
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300 products now bearing the 
Willson trademark reflects the 
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Wherever you may be... you can get speedy local service on Willson industrial safety equip- 
ment through these Willson Distributors. 


A 
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Call the Willson Distributor nearest you today for complete details on Willson products for 


industrial safety—or write directly to Willson for your free catalog of eye, respiratory and 
head protection equipment. 


Over 300 Safety Products 
Carry This Worild-Famous 

| LLS 0 he Trademark 
PRODUCTS DIVISION 


Ray-O-Vac Company, Reading, Pennsylvania 


PRINTED IN USA 
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Occupational 


skin diseases 
can be 
stopped here! 


Armour Hexachlorophene Soaps destroy up to 95% of skin bacteria that 
spread infection—offer you the easiest, thriftiest way to protect employees! 


Absenteeism and employee inefficiency caused by skin in- 
fection and dermatitis will cost industry more than 100 
million dollars this year! How much will they cost you? 
You can protect your employees by simply replacing the 
ordinary soaps in your washrooms with Armour Hexa- 
chlorophene Soaps—Armour Liquid or Formula #99® (a 
germicidal powdered hand soap with either borax or a 
heavy-duty vegetable scrubber added). This step can add 
important benefits in insurance and labor relations, too! 

These Armour Soaps thoroughly cleanse the skin of 
irritants that cause contact dermatitis and destroy up to 
95% of the skin bacteria that cause and spread infection. 
Only Hexachlorophene gets these results—it’s the first 
germicidal agent ever found that stays antiseptic in soap. 
WRITE ARMOUR TODAY FOR A TRIAL ORDER! Fill 
out the coupon on the right for prompt delivery. Also 
send for the informative booklets prep: red by Armour 
for your guidance and convenience. They re free! 


OCCUPATIONAL HAZARDS @ OCTOBER 1956 
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SEND THIS COUPON TODAY! 
Please send me the items | have checked: 
Booklets—[] "The Prevention of Occupational Skin Diseases” 
0) “Hexachlorophene Soap for Industry” 
Trial Armour Liquid 5 gal. @$3.00 per gal.—$15.00 
order: ] Formula #99 (Vegetable) 10-5 Ib. bags—$12.00 
-) Formula #99 (Borax) 10-5 Ib. bags—$11.50 


Name 





Firm 





Address___ 








___Zone. State. 


City - 
2 - 4, 2. 


ARMOUR 
INDUSTRIAL SOAP DEPARTMENT 


© Armour and Company + 1355 West 31st Street + Chicago 9, Iillinois 
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Look at the evidence! 


FERALUN 


SAFETY TREADS 
rated tops in two tests 


FERALUN 
SAFETY TREAD 
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This is the amount 
of abrasive in a 
6" x 6” section of 
¢ Feralun Safety 
Tread. 





natural 
untreated 
surface / 
acid-treated 
surface 


note amount of abrasive carried over into nosing 








Here is an unretouched photograph of a Feralun 
tread taken after the paint was removed from a 
portion of it and acid used to eat away the metal 
base so as to fully expose the actual abrasive con- 
tent. Note the full and even distribution of abra- 
sive carried right over into the nosing. 


COMPETITIVE 
SAFETY TREAD 


ed 
tlitubetaliisd 


This is the amount 

of abrasive in a 

6” x 6” section of 

an “abrasive tread” 
offered as a substitute 
for Feralun. 





natural 
untreated 
surface 

/ 


/ acid-treated 
/ surface 


/ 
note lack of abrasive on face of nosing 








Here is an unretouched photograph of an abrasive 
tread, purchased on the open market, of a type 
sometimes offered as an equal to Feralun. It has 
had identical treatment as Feralun tread above. 
Compare the meager amount of abrasive and its 
spotty distribution with that of Feralun. 


Feralun is available as treads, thresholds, floor plates and elevator sills. Also 
in Bronzalun, Alumalun and Nicalun. See Sweet's Catalog 1956—13b/Am. 


AB 131 


AMERICAN ABRASIVE METALS CO., IRVINGTON 11,N. J. 





Container Wants to 
Contain Feet Safely 


EDITOR: 

The April 1956 issue of Safety 
Bulletin put out by the Folding 
Paper Box Association of America 
mentioned that you have three 
excellent reprints concerning the 
value of wearing safety shoes. 

If possible, we would appreciate 
obtaining this information in order 
to increase the efficiency of our 
safety shoe program. 

R. E. SAYNAY 
Personnel Manager 
Container Corp. of America 
Los Angeles, Calif. 

Reprints and tear sheets o} past 
articles on safety shoe programs 
were sent Mr. Saynay. 


Insurance Company 
Uses O. H. Material 


EDITOR: 

Our company does not have a 
local employee publication, but 
occasionally | come across some 
of the very appropriate and high 
class articles in your magazine 
which I would like to pass on to 
some of the employee publication 
editors in the area, simply because 
| think their employees would be 
benefited by such an article. 

I know it is an unusual request, 
but is there any way that I could 
pass your articles on to them upon 
occasions, without these papers or 
myself being guilty of infringing 
upon your copyrights or any other 
rights reserved by you? 

I will appreciate very much your 
assistance in this matter. 

HaroLp F, PoLston 
Senior Safety Engineer 
Liberty Mutual Insurance Co. 
Nashville, Tenn. 

In general, permission can be 
granted for reproduction — with 
suitable credit to the magazine 


Continued on page 28 
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Made sis 


METAL « PLASTICS 
andthe new NEW self-adhering 
READI-STIK 


cov : | DANGER | 
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LETTERS Safety Contests Lose 
Reprints of "Sudden Injury" 5 Effectiveness in Time 


DITOR 
Since 1953, the Hawthorne Plant 





7 has found a safety contest, de- 
of material appearing in OCCUPA- | 


TIONAL HAZARDS. Two exceptions 
exist always: the Baby Posters and 
the “Sudden Injury” pictures, on 
which we do not control the copy- 
rights. Reprints of the Baby Post- 
ers and of “Sudden Injury” pic- 
tures may, however, be purchased 


sigsned by one of our Eastern 
plants, an excellent device for re- 
ducing our disabling injury rates. 
As is often true, however, after a 
period of time the same contest 
begins to lose some of its appeal, 
and eventually effectiveness. 

If possible, we should like to 
introduce a new contest sometime 
in the near future, and I wondered 
a A » ; whether you had in your files or 
Good housekeeping is good business : brary denctipticn, a5 aauliaile 

fe a which have been used effectively at 
other industrial concerns. If so, I 


at the prices quoted in the maga- 
zine each month. 

















should appreciate having you send 
me any material you feel might 


BLACKMER ©" ft ie 

Rk ra& maive — J. F. Korte 
Satety irector 

Hi A Wi D p U M C Ss Western Electric Company 

Hawthorne Works 

Keep your plant cleaner, safer Chicago, IIL. 


Tear sheets of OCCUPATIONAL 


It's just good business to provide safe, clean working conditions in the HAZARDS articl heaping on salete 
f AVS ¢ cles be £ Ss , 


plant. Spilled liquids can be dangerous. Blackmer Hand Pumps are . 

ideal for refueling plant equipment and for contests were supplied, and Mr. 

ls (Saeen, 8) liquid transfer as well as ‘for dispensing a Koridek was referred to other 
multitude of industrial liquids. sources of information as well. 


BLACKMER OFFERS YOU TWO BASIC LINES OF HAND PUMPS 


BLACKMER ROTARY HAND PUMPS 


Famous f + their vane construction, which They Are Major 

is “self-adjusting for wear.” You get a Problems, Too 

smooth, full flow of liquids, instant prim- EDITOR: 

ing, high suction lift, positive displace- Have just read with much in- 
ment for positive control, rugged con- terest the excellent letter by Mr. 
struction and parts that are easily accessible D. F. Williams on the “Two Major 
for cleaning. Problems in Workmen’s Compen- 
sation,” appearing in the July 
issue. 

BLACKMER FLO-MASTER HAND PUMPS Mr. Williams has certainly hit 
- the nail on the head. There are 


Feature non-corrosive construction through- dozens of examples of questionable 


out. The easy back and forth pumping ac- m decisions on the part of compensa- 
tion, compact light weight design, special mf tion commissions. In a great many 
safety features are all plus values of this , instances, little or no thought is 
exceptionally versatile new line. ; . given to the background of the 
2 individuals appointed to the com- 


mission. It would appear that mili- 
tary title, membership in certain 


fraternal organizations, political 
liquid materials handling ® ssi ee : ‘ 
q ; ling affiliations, family connections 


g I | At with politicians, etc., are the chief 
YY qualifications for appointment, The 


INDUSTRIAL, HAND AND TRUCK PUMPS, STRAINERS, PRESSURE CONTROL VALVES resultant bungling is costing in- 
BLACKMER PUMP COMPANY, GRAND RAPIDS 9, MICHIGAN dustry and the taxpayer countless 


DIVISION SALES OFFICES s 
NEW YORK ATLANTA « CHICAGO « GRAND RAPIDS « DALLAS e WASHINGTON « SAN FRANCISCO thousands. 9 
See Yellow pages for your local sales representative Who’s to blame? In a good wane J 
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instances it’s management. Few 
have taken the trouble to bring 
pressure to bear upon the appoint- 
ing authority, to assure that the 
commission be composed of quali- 
fied persons. One commission 
member (from a distant state. of 
course) defined his duties as “in- 
terviewing guys who get hurt and 
deciding how much dough to give 
them.” 

Every industrial accident com- 
mission Or compensation commis- 
sion should have as a member a 
well-qualified safety engineer well 
versed in the “tricks of the trade.” 
Industrial hypochondriacs are 
selling the commissions a bill of 
goods at the expense of manage- 
ment and the taxpayer. 

Again may I comment on the 
excellence of the letter by Mr. 
Williams. Can’t we encourage him 
to contribute more often? 

L. E. THORN! 
Safety Director 
Johnsville, Pa. 

Some years ago, the insurance 
commisstoner in one state re- 
sponsible for approving workmen’s 
compensation insurance policies 
and approving insurance rates 
was the 23-year-old nephew of the 
governor. Messrs. Williams aid 
Thorne have raised some vital 
problems. {ny other comments? 


What Standards 
For Reporting Cases? 


EDITOR: 

We are an organization with a 
number of plants located in vari- 
ous parts of the country. Our 
problem here at Minneapolis is 
that our frequency and severity 
rates are yearly compared with 
the rates of our other plants. 

We believe that country-wide 
comparisons of frequency and 
severity rates are not necessarily 
valid for a number of reasons. We 
feel that compensation laws in 
Minnesota are worse than in most 
other states. It also seems that em- 
ployees here are more educated, 
by unions, to take advantage of 
all possible technicalities of the 
compensation laws. 

To help us in our analysis of the 
situation we are wondering if there 
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No sad ending 


The Accident did NOT happen 
thanks to A.W. ALGRIP 


World’s only abrasive 
rolled-steel floor plate 


Under the most hazardous slipping conditions, accident rates 
and insurance rates—not men—go tumbling down when ALGRIP’s 
thousands of abrasive friction-particles grip every step. 

ALGRIP, made by a patented process, is tough rolled-steel 
plate into which a hard abrasive has been rolled—not coated—to 
a controlled depth as an integral part of the steel plate. Usage 
merely exposes more abrasive particles. Easily fabricated, ALGRIP 
can be overlaid or used as a complete flooring—with a minimum 
of maintenance. 

Make a test installation of ALGRIP in your worst slipping area. 
It will pay for itself as you watch accident rates tumble . . . morale 
improve. Call or send for detailed booklet today. 


. A.W. ALGRI 


ABRASIVE ROLLED 
STEEL FLOOR PLATE 


ALAN WOOD STEEL COMPANY 


Conshohocken, Pa. 


Please send A.W. AvtGcrip Booklet AL-27 


we 





Title 





Company 





Address 





| . nae —————————EEEe 
Other Products: A. W. SUPER-DIAMOND Rolled Steel Floor Plate— 
Plates—Sheets—Strip—(Alloy and Special Grades) 
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is any state-by-state comparison of pensation acts and interpretations. 
In addition, different states classify 
industries in different ways. The 
United States Bureau of Labor 
Statistics furnishes only industry- 
by-industry frequency and severity 
Any help you can give us will rates. So, as a rule, does the Na- 
certainly be appreciated. tional Safety Council. It is here 
DwicHT BAUMGARDNER that use of American Standards 
Personnel Manager {ssociation standard Z16.1-1954 
Bemis Bro. Bag Co. (see OCCUPATIONAL Hazarps for 
Minneapolis, Minn. fugust 1956: “Are These ‘Work 
State-by-state comparisons based Injuries’ Reportable?”) becomes 
on official figures are invalid, be- imperative; it supplies a basis for 
cause of variations in state com- plant-by-plant comparison of fre- 


accident rates by type of industry. 
If we could establish that Minne- 
sota has generally higher rates for 
all plants in our industry, we 
might be in a better position. 





Du Pont PRO =TEK keeps irritants 


from reaching the skin! 


Morale goes up . . .“‘lost time’’ takes a drop when 
workers’ hands are protected with Du Pont PRO- 


TEK hand cream. It’s like invisible work gloves— 


4ty sg egg ' “ 
— invisibie gioves 


guard hands against: 


* GREASE °* GRIME 
* STAINS ® PAINT 


goes on hands and arms before work . . . protects 
the skin against grease, dirt, paint and insoluble 
cutting oils. Afterward, a quick wash-up in ordinary 
soap and water rinses away irritating grime along 
with the PRO-TEK! See how PRO-TEK can in 
crease efficiency and morale in your plant. Order 
from your supplier, or write E. I. du Pont de 


Nemours & Co. (Inc.), Wilmington 98, Delaware 


Better Things for Better Living 
. +» through Chemistry 
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quency, without regard to vari- 
ations in state laws and regula- 
tions. 


Cover Covered— 
Facts Concealed 


EDITOR: 

| was greatly impressed by the 
over of the July 1956 issue ol 
OccUPATIONAL Hazarps, The aver- 
age increase in weekly wages and 
corporation profits was startling. 
It was impossible for me, however. 
to determine the increase in work- 
men’s compensation payments be- 
cause the mailing tab completely 
covered the words and figures that 
appear below “Workmen’s Com- 
pensation Payments.” 

If you have an extra copy of this 
cover with this information, | 
would appreciate receiving — it. 
Thank you. 

GEORGE F, NUERNBERGER 
Safety Engineer 
A. B. Dick Co. 
Chicago, Ill. 

Workmen's compensation bene- 
fits jumped 119°. between 1944 
and 1953, They have been climb- 
ing steadily since, too; but the last 
accurate figures now available are 
three vears old. 


How to Handle 
Gas Cylinders Safely 


EDITOR: 

In your August 1955 issue of 
OccUPATIONAL HAZARDS there was 
an article, “Safe Handling and 
Storage of Compressed Gas Cyl- 
inders,” by W. N. Halliday. In this 
article a picture of 12 compressed 
vas cylinders being transported on 
a special pallet by a fork lift truck 
appeared and was attributed to 
General Chemical Division, Allied 
Chemical & Dye Corporation, 

I have been invited to give a 
talk at the next National Safety 
Congress on the safe handling of 
compressed gas cylinders and | 
would like to use this picture as 
one of my illustrations. Can you 


Continued on page 32 
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SPEEDI-ORI SPOTLIG 


A REPORT TO MANAGEMENT ON INDUSTRIAL SAFETY 


ol-Speedi-Dri Now 
~Flecked with Green 


BY J. R. WILLIAMS 





WHY IS IT SOME PEOPLE 
HAVE GOTTA BREAK A LeG\ 
OR ARM OR SUMPIN' BE- } 
FORE THEY BOTHER 
TO FIND OUT ABOUT 
SOL-SPEEDI-DRI 7? 








KEEP SAFETY STANDARDS UP, 


COSTS DOWN 


Price is an important factor in your 
choice of a mineral floor absorbent 
—but, obviously, not the only con 
sideration. Here are some other 


things to weigh before making your | 
| Do you get uniform volume weight 


selection: 


ABSORPTION 


= ° | 
Does the material thoroughly ab- 


sorb and retain oil and grease de- 
posits—keep floors slipproof under- 
foot? If not, it means more fre- 


quent application, requiring more | 


material and manpower. And what 
price do you put on a crippling 
injury caused by a slip or fall? 


VOLUME WEIGHT 
The more volume you get per 
pound of absorbent, the more cov- 


| nance problems 
erage you get (a pound of feathers | 


e HERE’S HOW 


spreads farther than a pound of 
sand)—which means larger, safer 
working areas for employees. 


UNIFORMITY 


after bag, 


paying a 


and efficiency—bag 
year long? You're 


form price. 


ABRASIVENESS 

Is the material gritty and abrasive 
to the extent it could damage 
working parts of machinery? 


DUST 

Does the absorbent create dust 
when applied or when subjected 
to heavy traffic? A dusty absorbent 
causes serious safety and mainte- 
affects efficiency 
and morale of workers. 


unt- 


Judge Sol-Speedi-Dri by these factors—and you 
can’t logically use any other mineral absorbent! 


| double 











Top-Selling Oil and Grease Absorbent Has New 
| ““Trademarking,’’ New Performance Qualities 


OV 


with cal 


ien can be sure 


oad shipments leaving our plant daily, industrial si.fety 
they're getting the “ 


finest of oil and grease absorbents” 


tor their plant floors. For Sol-Speedi-Dri—long the answer to that 


description now has look 
Scattered through each bagful are 
granules Sol-Speedi-Dri 


a new process. | 


a new 
of pure 
colored vreen by 
! 
These green flecks have been devel- 
protection, 


that clearly 


oped for your They're 
identifies 


none 


a trademark 


S-d quality and 


| other! 


| laboratories 


VASTLY IMPROVED PRODUCT 
Green-flecked Sol-Speedi-Dri is 
new in more ways than one.| 
Speedi-Dri Corporation’s research 
have made dramatic |} 
improvements in basic double S-d | 
properties—improvements that | 
mean underfoot, | 
more all 


safety 


and 


greater 


efficiency economy 


year round 


| than 


under traffic 


MORE SLIP-RESISTANCE 
[here’s no safer mineral absorbent 
new Sol-Speedi-Dri. Its | 
thirstier granules soak up 
thoroughly—never 
“scum” when 
never cake or mat down 


harder, 

oil and 
leave a 
swept up 


grease 


slippery 


NO DUST HAZARD 


Sol-Speedi-Dri is the most dustless | 


mineral absorbent made. Its gran- 
ules are de-dusted in production— 
are completely inert. 


NEW LOOK FOR BAG 
Green-flecked double S-d is 
outwardly, too. Its bag 


new 
has a 


| brand-new design (see sample ver- 


below) — and features two 

kraft paper walls, plus a 
90-lb. asphalt liner with siftproof 
seams. 


sion 
sturdy 


NEW VALUE FOR YOU 


| Keep your plant floors clean, dry, 


ind safe underfoot with green- 


| flecked Sol-Speedi-Dri—your safest 


bet for dependable quality! 


SEND FOR YOUR FREE SAMPLE 


SPEEDI-DRI 


LJ improved Sol-Speedi-Dri 


CORPORATION 
(A subsidiary of Minerals & Chemicals Corp. of America) 
82 Essex Turnpike, Menlo Park, New Jersey 


Send me a free sample of the new 





Company 





Address 





City 





—State———________ 





' 
| 
: 
) 
4 
t 
' 
’ 
' 
. Name— — 
a 
’ 
’ 
. 
| 
3 
’ 
| 


: DISTRIBUTED IN CANADA BY G. H. 
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LETTERS 


Continued from page 30 





furnish me an 8 x 10 glossy print? 
If not, would you please furnish 
me the name of the individual at 
Allied Chemical & Dye Corpora- 
tion that I should contact? 

R. M. Neary 
Safety Codes Dept. 


Union Carbide & Carbon Corp. 
New York, N. Y. 





School protection .. . 


Need for eye protection in 
school shops is emphasized by a 
free pamphlet, "Vision and Voca- 
tional Training," published by the 
National Society for the Preven- 
tion of Blindness, 1790 Broadway, 
New York 19, New York. The 
society calls for suitable eye pro- 
tection equipment for both teach- 
ers and students, who work daily 
in shops "where eye hazards are 
as great as those which exist in 
the industries’ the students 
eventually will enter. 





Information sent. 











Some just COVER THE LAW 


CARPENTER-LIGHTS 
give real PROTECTION 


Life and limb are at stake when you purchase 
emergency lighting. Be certain that the product 
is designed and built to do the job . . . not just 
meet minimum requirements. Be certain that the 
light you buy will assure dependable perform- 
ance when most needed, and with least 
maintenance cost. In Emergency Lighting you 
must avoid compromising on quality! 


Fortunately, you can compare quality of 
emergency lights. Just one look at the com- 
ponents of several competitive makes will prove 
that CARPENTER-LIGHTS are built to last longer 
. .. give more dependable service . . . give 
you assurance that when power-lines fail — 
CARPENTER-LIGHTS won’t! 


~ Designed for operating rooms and 
: 3 first aid departments, CARPENTER’S all- 
new “Surgical Light” offers the most 

dependable source of combined _ regular- 
emergency illumination available for these 
critical applications. In addition to protection 

from a complete power failure, the light will 
automatically compensate for any drop in line 
voltage which would cause lights to 

dim. Switching to and from battery is 

instant, automatic; resulting in flicker- 

free, steady light. All arcing contacts 

are sealed against explosion hazards. 


Shown here is the new model of 
CARPENTER’'S famed “Watchmaster” 
which guards against hazards of light 
failures automatically. When current 
fails, two powerful, sealed-beam 
floodlights give instant protection to 
allow safe evacuation, permit manip- 
ulation of critical controls or, in the 
case of vital operations, enable work 
to continue. Explosion-proof, remote 
control, and other models also avail- 
able. Send coupon for details. 


For manually operated portable 
searchlights or work lights with unusual 
reserve power, 
CARPENTER'S 

“Portalites” are 

_ highly recom- 

mended. lilustrated 

model has two- 

way switch giving 

choice of mile- 

range searchlight 

or 24 hour con- 

tinuous work light. 


CARPENTER Manufacturing Company 


250 Bradley Street 


Somerville 45, Mass. 


MAIL THIS COUPON TODAY 


Send details on: 
{| Surgical Light “Portalites”’ 
Name 


Company and Title 


Address 


Complete catalog 


| Automatic Emergency Lights 


IN CANADA — NORTHERN ELECTRIC COMPANY 
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That Wet Stuff 
Can Be Piled 


A. L. P. SCHMEICHEL of the West 
Virginia Inspection Bureau out- 
lined to a Fire Department Instruc- 
tors Conference how it’s “possible 
to actually make a pile of water on 
a fire.” 

Tests have proved that mechani- 
cal aeration of one type of pene- 
trant solution will produce a foam 
which substantially increases the 
normal efficiency of foam as an ex- 
tinguishing, insulating, and _ re- 
flecting agent. At the same time, 
the foam leaves no residue as it re- 
turns to its liquid state. 

“The means of converting liquid 
wet water to foam is comparatively 
simple,” Schmeichel said. “Inex- 
pensive, uncomplicated mechanical 
devices can be used.” 

The new foam is particularly 
valuable to protect equipment in 
highly congested plant areas, and 
to protect tanks that contain heat 
reactive, toxic, or volatile ma- 
terials. © © 


PUBLICIZING 
SAFETY 


eteseeeee 


KNIGHT SHIFT? No—just one man's 
idea of how not to get hurt on the 
job. This character clanked through 
Minneapolis-Honeywell Regulator 
Company plants to publicize 
National Job Safety Week, In 1955, 
Minneapolis-Honeywell had an acci- 
dent frequency rate of only 1.37; the 
national average ran 11.9. 
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Plastic Frame Goggles 


Oo 


Cover Goggles 


Approved 
Respirator 
Hood 


Face 
Shields 


p... BUY 
CONFIDENCE from 
the CESCO Distributor 
listed here 


e You don't need to hunt for 
the best source of safety equiP- 
ment. Take it from CESCO, you 
can buy with confidence from 
the firms listed here. CESCO has 
the finest type of distributor teP- 
resentation—the kind you want 
when in the market for every 
type of safety and protective 
equipment. These firms are safe- 
ty specialists and well stocked 
with equipment that has stood 
the test of time in industrial 
plants everywhere. 


You can buy with confidence 
from CESCO distributors 


OCCUPA 
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Cup-ty 
pe 
Goggles 


ATLANTA, GA. 
Guardian Safety Equipment Co 
427% Moreland Avenue, N. E 
BATON ROUGE, LA. 
Guardian Safety Equipment Co. 
3615 Capitol Heights Ave. 
BIRMINGHAM, ALA. 

L. P.” Harless Company 
2627 Seventh Avenue, South 


BOSTON, MASS. 

Genera! Equipment Corporation 
261 Franklin Street 
BUFFALO, N. Y. 

The Watson Company 

1443 Main Street 
CHICAGO, WL. 

Universal Safety Equipment Co. 
5115 Diversey 
CINCINNATI, OHIO 


williams & Co., Inc 
3231 Fredonia Avenue 


CLEVELAND, OHIO 
williams & Co., Inc 
3700 Perkins Avenue 


COLUMBUS, OHIO 
williams & Co Inc. 

a5) Williams Avenue 
DALLAS, TEXAS 
Guardian Safety Equi 

900 Jefferson Tower Bide 
DENVER, COLORADO 
General welding Supply Co. 
1434 Blake Street 
DETROIT, MICH. 
Averill Equipment Company 
19225 Conant Avenue 
HOUSTON, TEXAS 
Guardian Satety Equipment Co. 
1915 westhenmef 


KANSAS CITY, MO. 
Satety incorporated 

17 E. 3ist Street 

KNOXVILLE, TENN. 

Satety Equipment Distributing Co. 
932 W. Main Avenue 

LITTLE ROCK, ARK. 

Fire Appliance & Safety Co. 
14 Markham 


Approved 
Respirators 


Chemical Goggles 


Los ANGELES, CALIF. 
Guardian Satety Equipment Co 
7223 S. Main Street 


LOUISVILLE, KENTUCKY 
Williams & Co Inc 
1109 S. Preston Street 


MILWAUKEE, wis. 
Universal Safety Equipment Co. 
3155 S. 7th Street 


ORANGE, N J 


Guardian Safety Equipment Co 
400 S. Jefferson Street 


New York-New jersey Area) 


PEORIA, WL. 
Standard Industrial Products Co. 
920 N Gartield 


PHILADELPHIA, PA 
Guardian Safety Equipment Co. 
214 S. 45th Street 


PITTSBURGH, PA. 
Williams & Co Inc 
901 Pennsylvania Avenue 


st. Louis, MO. 
Safety, Inc 
2608 Olive Street 


st. PAUL, MINN. 
Continental Satety Equipment, Inc. 
1551 Selby Ave 

SALT LAKE city, UTAH 
Universal Fire & Safety 
Equipment Co., Box 1587 
SAN MATEO, CALIF. 
Guardian Safety Equipment Co. 
220 Third Avenue 

sPpoK ANE, WASH. 
Spokane Satety Appliance Co. 
North 219 Division Street 
TOLEDO, OHIO 

Williams & Co Inc. 

946 Kane Street 

TULSA, OKLA 

Guardian Satety Equipment Co 
1742 S. Main Street 
MEXICO city, D. F- 
Satety Equipment S.A 
Sullivan—95 

MONTREAL, CANADA 


The Butler Optical Company, Ltd 
1520 Mountain Street 











a 


so management decided to with- 


- ° draw the worker’s permit to drive 
| Safety Rule Violation — aa Gok a 


company trucks. That, in turn, 


| Didn't Warrant Demotion caused the man to be demoted. 


The arbitrator reasoned that 
the company could demote an em- 


= 





. : ployee for being incompetent in 
[IN A Goodyear Atomic Corpora- What happened was this: 
tion case, Arbitrator P. M. Kelli- \ worker was involved in an 


her decided that an employer can’t accident. The following investiga- 


his job, and that the company 
could use discipline to enforce 
safety rules. But the arbitrator felt 


use demotion as a means for en- tion by the company safety de- that unless there was 4 labor Gee 


forcing safety rules unless the la- partment showed that the em- 
bor contract specifically permits ployee had been careless. It was 
it. the second incident of the kind; 


tract positively showing the con- 
trary, the company had no right 
to demote a man because he was 


careless. Demotion under such 





conditions. in the  arbitrator’s 
view, violated the employee's seni- 
ority rights. 

It may pay to take another long 
look at your own union contract 


and at your own methods for 


dispensers i ; enforcing safety regulations. 








on the job and in wash rooms daivepic Skin Cleanser With tae 
will prevent the menace of ee With OF re Chemstrand Corp.'s 


Research 
and Development Laboratories at 


e * 
dermatitis Decatur. Ala.. were recently 


May Be Used On Face, Hands, | awarded a Certificate of Merit by 
. - « lost man hours Other Parts Of Body” aaa the State of Alabama, Dept. of 


. DIRECTIONS FOR USING Ja Industrial Relations. The award 
I ' ; : ; 

and lost profits! ae momad tr ‘van ce was in recognition of a years 

é ork without a lost-time accident. 

This new antiseptic all-purpose skin > "dh ccoamr sdonses, a naane cagnel Ma — 

cleanser contains ACTAMER, a non- ; Y mater i completely hate ry with paper mete 

toxic bacteriostat, perfected by Mon- , 

santo Chemical Company, exerting a 

powerful inhibitory action against 

harmful skin bacteria for 48 hours 

after use. ' 

VI-LAN CLEAN does what ordinary . : ; WHAT'S THE 
soaps can not do. It removes greases, (En ; RIGHT WEAR? 
oils, paint, acids, graphites, printing <2 4 j 
inks, asphalt, rubber, gasket cements 
and other industrial soils and sediments, 
and provides the prophylaxis inhibit- 
ing the germs which too often put 
employees out of commission. 

So, serve and protect your employ ees 
with VI-LAN CLEAN — install the new 
VI-LAN CLEAN dispensers in every 
wash room and on critical on-the-job 
locations. MAY BE USED WITH OR 
WITHOUT WATER. 

To fill dispensers VI-LAN CLEAN 
is packed in polyethylene bags, allow- 
ing you to release any amount of the 
cream simply by finger pressure on the 
bag without waste. This container also 
may be used conveniently as a portable 
dispenser on trucks and outside jobs. 

Also available in convenient pint, 
quart and gallon containers for home 
and shop use. 








Write for descriptive folder today! 
SAFETY CAP, safety goggles, no 


D A Me gE 4 Oo fe rings—they're required of women 

band saw operators at Kelly Air 

7 e : Force Base in Texas. The goggles 

enterprises, ites and the anti-ring rule should be 

standard safety practice for all saw 

427 So. 20% Street operators, regardless of sex. See 
pages 76-80 of this magazine, 





Louisville 3, Kentucky 
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most complete line of chlorinated solvents 


CHLGROTHENE has neo flash or fire pont as tested by the Cleveland ¢ Ipen ( up Nlethod. 


Hold flash and fire dangers 


to new lows with safer, stable 
CHLOROTHENE 


Many petroleum solvents commonly used 
for cold cleaning have Jor fire and flash 
points, and present a hazard in plants. 


Both all-around-the-shop and highly specialized cold solvent 
needs can be met more safely! How? By using versatile CHLORO- 
THENE*., the most efficient, fastest-working cold degreasing 
solvent you ll find in a month of Sundays. Why? Take another 
look at the pictures on this page: CHLOROTHENE has no flash 
or fire point. 


What is it? CHLOROTHENE is Dow Inhibited 1. 1. 1-Trichlo- 
roethane. Who can use it? Any shop that cleans by spray, dip, 
wipe or bucket methods. Because CHLOROTHENE has low cor- 


rosive effects, it can be used with any common metal. 


When can vour Purchasing Department get this proved safety 
Right Where? Why. Dow 


distributor. He’s no doubt already supplying you with such 


‘ ' . 
solvent? now. from your regular 


stabilized 
ETHYLENE, 


other special-use solvents as DOW TRICHLORO- 


METHYLENE CHLORIDE. 
For more detailed information on any or all of these superior 


PERCHLOROETHYLENE and 


solvents. please return coupon lo THE DOW CHEMICAL COMPANY. 
Midland. Michigan. * Trademark 
THE DOW CHEMICAL COMPANY, Dept. $-947G-!, Midland, Michigan 

] Send technical information on your so 


[] Who is my loca! Dow distributor for these colvent<? 


TITLE 
COMPar? ADDRESS 


CITY ZONE STATE 


you can depend on DOW SOLVENTS 


Circle No. 26 on reader service card for more information 
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Why the men in your plant 
The Safety Shoes with 


S-4134 Deluxe lace-to-the-toe blucher. Extra 
supple Mallard leather. All leather-lined. Con- 
structed with full insulation against heat and 
cold. Fatigue-resistant cushion insole. 53-4315 Insulated 9” boot. Brown. Water resistant 
C 7-12; D-E 6-12 Quilon* tanned. Lightweight Neoprene Cork-Grip 
heel and sole. All leather-lined. Constructed with 
full insulation against heat and cold. Fatigue- 
resistant cushion insole. 
D 6-13; EE 6-13 


S-1014 Six-inch plain-toe work blucher. Sylflex, 
“‘silicone-tanned,” black leather. Rivet reinforced. 
Leather-lined steel toe box. Neo-cord sole and 
heel. Dacron stitched. 

C 6-11; D6-12; E6-12; EE 6-14 





Visit Thom McAn: 
Booth 118 
National Safety Congress 
October 20-25 - Chicago 











Circle No. 27 on reader service card for more Information 
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are glad to buy Thom McAns- 
the name they know best! 


MERICAN men buy far more Thom McAn dress 
A shoes than any other brand. 


Chances are, most of your men are already wearing 
Thom McAn dress shoes. So let their confidence in 
the name of Thom McAn help you persuade them to 
wear our safety shoes on the job. 

Thom McAn has a complete range of heavy-duty 
shoes like those on the left, as well as many styles 
of dress-type safety shoes such as you see below. 
These are styled as smartly as our regular dress 
shoes and they double in brass for off-the-job wear. 

Let us tell you more about Thom McAn the 
safety shoe with the name your men already know 
and trust. 

NOW SOLD THREE WAYS: 1, Directly from Thom 


McAn warehouses for plant inventory, or on mail- 


~~ 





order basis. 2. Through Thom McAn’s special In- 
Plant Fitting Plan. 3. At Thom McAn Shoe Stores. 
Send today for details on Thom McAn’s special 
money-saving plans—plus a full description of the 
new Thom McAn Safety Shoe line. Write: Thom 
McAn Safety Division, 25 West 43rd Street, New 
York 36, N. Y. 


*Reg. Trade Mark. E. I. du Pont de 


Frome. 


SAFETY SHOES 


A Division of the Melville Shoe Corporation 


e Shoe Corporation 


Straight-tip crushed grain. Medium 


brown. Zebra welt. Leather-lined steel toe box. 


Oak-tanned leather sole. Rubber heel. 
A-B 8-12; C 7-12; D-E-EE 6-12 


!o4¢ Moceasin-toe Jaguar. Tan. New, low-cut 
three eyelet model. Leather-lined steel toe box. 
Lightweight Neoprene Crepe sole and heel. Also 
available in darker tan with leather sole and 
Neoprene heel, S-4376. 

B 8-12; C 7-12; D5-12; E6-12 
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' Two-eyelet plain-toe blucher. Dress-shoe 
style and weight. High welt. Nitro-crepe sole and 
heel. Leather-lined steel toe box. Also available 
in black, S-1384. 

A8-11; B8-12; C 7-12; D-E-EE 6-12 





Metal Cleaning 
With Trichloroethylene 
GENERALLY speaking, trichlore 


ethylene is used for cleaning metal 
in dip tanks. Frequently, the metal 


parts (and this is especially true 


in repair shops, apparently) are 
taken out of the vats and sub- 
jected to live steam. The steam 
makes the trichloroethylene even 
more volatile. 

What happens to the workers 
who must labor in the vicinity of 
dip tank operations of this type? 


The American Medical Associa- 
tion outlines these reactions: 

\t the beginning, trichloroethy 
lene may exeite the central ners 
ous system; that excitation may l« 
followed by a narcotic effect. (Tri- 
chloroethylene is a well known and 
rather widely used anesthetic. ) 

Otherwise, the chemical may 
damage the respiratory and car- 
diac systems; it can even lead to 
early death because of respiratory 
failure. Sometimes and _ not 
rarely. either trichloroethylene 


does severe damage to the kidneys 








Double duty 
Double value 








© 





Signals serve safety! 


A life saved or an injury prevented will 


more than pay for a signal or signalling 
system. Almost all FEDERAL signals for 
warning will do double duty! Additional 
utility from such devices is an ever avail- 


able bonus for your foresight! Lights can 
be flashed intermittently to attract at- 
tention. Horns and bells can be coded 
to summon personnel. Sirens can be given 
short test blasts that also serve as start 
and dismissal signals. FEDERAL offers the 
widest variety of industrial signals for 


safety services and most of these can do 
double or even triple duty without im- 


pairing their primary safety function. 


Model 32 Horn 


Our new bulletin 100 will make you 


an expert in selecting signals — ask for it 


la} a 7 Le SIGN 


Model 27-S 
“Beacon-Ray” light 


8735 S. State Street, Chicago 19, MMlinols 


Circle No. 28 on reader service card for more Information 


and liver. Dermatitis often results 
from contact with it. 

The maximum permissible con 

niration of trichloroethylene im 
the atmosphere, for safety’s sake 
is 200 parts per million parts of 
air. 

Recommended protection in- 
cludes plastic or rubber gloves and 
aprons, chemi il safety goggles, 
ind either a self-contained air or 
oxygen supply mask or a_ hose 
mask with the hose inlet based in 
i vapor free atmosphere. If there’s 
danger of splashing, a full face 
shield should be used. @ © 





In a case reported to the Indus- 
trial Indemnity Company of San 
Francisco, a workman was tailing 
off from a crosscut saw. He 
dropped a block of wood on the 
revolving saw, and the block was 
hurled across the building, severely 
injuring a workman on the oppo- 
site side. Regardless of what may 
be done to guard a circular saw 
the saw should never be run with 
out some protection above it. 
Such protection not only will keep 
falling material from dropping on 
the saw, but will protect the tail- 
off man from catching his hand 
on the blade. See pages 76-80 of 


this magazine 














ELIMINATE AN 
ARCING HAZARD 


whereee 


ELIMINATE GROUND STRAPS from 
storage batteries, and at the same 
time eliminate danger of arcing, with 
the possibility of fires and personal 
injuries. That was the idea that won 
Alan J. Van Den Berg (left) $10 at 
Fort Belvoir, Virginia. Van Den Berg 
is chief of the production advisory 
section of the Corps of Engineers’ 
Research & Development Laborator- 
ies at the Fort. 
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aaean 
WHEELER 


yo 


TWO NEW ADVANCES 
IN PROTECTIVE APPAREL 


UNDERWRITERS’ 
GRADE ASBESTOS 


BETTER WEAR 
SAVES YOU MONEY 


New Wheeler Weave asbestos is made to stand 
much more abrasion than ordinary asbestos 
fabrics. It has a higher breaking load. This means 
that you can get better mileage out of asbestos 
garments of all types when they’re made with 
Wheeler Weave. 

Wheeler Weave is particularly good for gloves. 
One pair will outlast ordinary basket weave gloves 
2 to 1. Asa bonus you get exclusive green flame- 
proof linings, better, tighter seams, and the finest 
fabrication possible. Ask your Wheeler Safety 
Representative about new, more rugged Wheeler 
Weave today. You'll save money! 

THESE TESTS SHOW WHY: 
ABRASION TEST: One pound load — Universal Wear-Tester— 

4 psi Underwriters’ Grade: Wheeler Weave — 206 cycles 

Basket Weave — 159 cycles. 
BREAKING LOAD: Method 5100 — Federal Specification 

CCC-T-191-B — Underwriters’ Grade. 

Warp Fill 
Wheeler Weave— 215 95 
Basket Weave— 133 62 








(Ti aana) 


#70980 local” (Pot. Pend.) and y , 


#70750 Cot (Pat. Pend.) illustrated. / 


BRAND 

NEW 

DESIGNS 

FOR MORE 
PROTECTION, FREE 
FINGER MOVEMENT 


Wherever you need real finger protection plus free finger 
movement, Wheeler has the answer in a new complete 
line of finger cots, thumb cots, fingertip and joint cots. 
For protection in buffing, burring, sanding, polishing, 
machining, and punch press operations. Also ideal 
for assembly work, laundry folding, small parts 
handling, intricate soldering or welding, and many 
other operations. 
_ Wheeler offers two exclusive designs: The Wheeler 
Wlocot 70950 offers a new smoothness of fit and 
maximum finger movement; and the Wheeler 70750 
which is designed to permit maximum movement of 
all finger joints. 

There’s a Wheeler Cot to meet every 
need. Ask your safety representative to 
show you our new Wheeler Cot Case 
displaying our complete line. 


SEND FOR YOUR FREE COPY OF 
THE 20 PAGE WHEELER CATALOG 
Full information and pictures on 
each and every Wheeler item. 
Every safety engineer will 

need this book! 


Circle No. 29 on reader service card for more information 
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LOZENGES 
first aid for throat irritations 


SORE THROATS due to coughs and colds, if neg- 


lected, may result in lost man hours of work. 


THANTIS© Lozenges contain no antibiotic; they 


produce no unpleasant by-reactions in the mouth. 


THANTIS Lozenges relieve pain promptly—reduce 


infection—act prophylactically. 


Twenty-six years’ extensive clinical and lay use 
has proved the safety and effectiveness of this popular 


product. 


Mercurochrome 


First aid for wounds... 


Neglect may cause infection which 
can be prevented by prompt use of 
‘Mercurochrome.’ 


No antiseptic has been proved to be 
more effective than ‘Mercurochrome’ 
for topical application. 








OE Pope died, and his widow collected death bene- 
J fits under the state compensation act. Yet he really 
died from the combined effects of alcohol and insulin 
shock. In a way, Joe drank himself to death. 

It happened not very long ago. 

Joe Pope (that isn’t his name, although the whole 
story is true) worked for an appliance manufacturer. 
He did filing on one-pound metal castings. He'd pick 
up a casting, set it in a vise, do his filing, and put the 
casting in a pile at one side. 

One day a casting slipped out of the vise and 
dropped on Joe’s toes. He should have been wearing 
safety shoes, but he wasn’t. A one-pound casting 
doesn’t fall very hard when it drops only four feet, 
and the accident gave Joe no more than a slight abra- 
sion—just enough to rough up the skin until a little 
moisture formed, 

Joe finally noticed the moisture when his sock began 
to feel damp. He went to the plant nurse. There was 
no blood; but the nurse slapped a Band-Aid on the 
injury anyway, just to play safe. Joe went back to 
work, 

The moisture kept seeping out of the little wound 
for two or three days. Finally, the nurse turned Joe 
over to the company physician, who gave him a thor- 
ough going-over, 

“You have,” the doctor told him, “diabetes. Shall 
| arrange for an appointment with your family phy- 
sician?” 

Joe wouldn’t see his own doctor: he wanted treat- 
ment from the company man. So the plant physician 
put him on a diet, prescribed insulin, taught him how 
to use the hypodermic. 

It wasn’t long before the doctor talked to the plant 
personnel manager, from whom we got the story. 


WHAT ABOUT 


DIABETICS 


IN INDUSTRY ? 


“Joe's drinking,” said the doctor, “and he’s skipping 
his insulin, You'd better speak to him.” 

[he personnel manager went out to Joe’s house. 
Joe and his wife were on the edge of a first-class drunk 
when he arrived. The personnel man gave them a 
stern lecture, believed he’d stirred up enough fear to 
do some good, and returned to his office. 

Several days later. Joe’s wife arrived home from 
a shopping trip to find him asleep in a big chair. She 
let him sleep, then found she couldn’t wake him. She 
called police. They rushed him to a hospital. At about 
3:30 the next morning, Joe died. 

So? So the state Industrial Commission ruled the 


SAMAK AR iS eee INS BTS RSC WERRIBEE WIRE Bs tT PE ES SRE CK TRE RE RSQ 


Two out of every 100 people have 
diabetes. Only one out of every 100 
knows he has it. 


One out of every 100 has it and 
doesn’t know it. 


Plant physical examinations should 
include tests for diabetes. 


SATpaR Rint PMT MEN BAS AME SSK ERT PED. ALE ORE RS EA A, TA IE Poe LE 
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THE CLEVELAND FIGHT 
ON DIABETES 


»»>»>« « « 


N connection with national Diabetes 

Detection Week (November | 1-18), 
the Diabetes Association of Greater 
Cleveland, the Cleveland Division of 
Health, and the Cleveland Academy 
of Pharmacy will cooperate in a city- 
wide campaign to unearth previously 
unknown cases of diabetes. 

The Academy of Pharmacy, in 1955, 
purchased and distributed through city 
drug stores 75,000 free test kits. Nearly 
15,000 Clevelanders took advantage of 
the chance to find out, privately and 
quickly, whether or not they had dia- 
betes. Of these, 281 showed ''abnormal 
test results,’ and were advised to see 
their own physicians for final diagnosis. 
The 1956 drive will paralle! that of 
1955. 

In May of this year, the Diabetes 
Association of Greater Cleveland be- 
gan working with six companies in an 
effort to provide tests for diabetes 
among plant employees who volun- 
teered to take them. The association 
hopes to expand this pilot program to 
include much of the area's industry. 

According to Lester P. Aurbach, 
chairman of the association committee 
that is spearheading the Cleveland in- 
dustrial campaign, the plan calls for 
appointment of an individual com- 
mittee for each industry. A chairman, 
who will be selected because of per- 
sonal interest in diabetes (whether he 
is himself diabetic or not), will choose 
his own committee members -— one 
from each cooperating plant in the 
industry he represents. The committee 
will be responsible for building up in- 
terest in the anti-diabetes program and 
in voluntary tests for diabetes among 
plant workers. ¢ @ 


death was compensable, although due to insulin shock. 
Why? Because, if Joe hadn’t been working on his fil- 
ing job, he'd never have dropped a one-pound piece 
of metal on his toes. If he hadn’t done that, he’d not 
have found he had diabetes, If he hadn’t found he had 
diabetes, he wouldn’t have started taking insulin. And 
if he hadn’t started taking insulin, he’d not have died. 


Case "an extraordinary one" 


Joe Pope’s case, let it be strongly emphasized, was 
an extraordinary one. Death from insulin shock is 
rare, The story serves mainly to point up the imagina- 
tive talents of some compensation boards, and to 
illustrate the undeniable fact that alcohol and diabetes 
simply will not mix. 

\ctually, the diabetic who keeps his diabetes under 
control is a perfectly good employment risk in the 
great majority of industrial jobs. He seems, as a rule, 
to have no better and no worse an absenteeism record 
than the average employee, according to a survey 
taken among representative Philadelphia firms. 

The committee on employment of the American 
Diabetes Association has gone on record this way 
about diabetics who take care of themselves: “Because 
they are self-disciplined and well-balanced individuals, 
they often become outstanding workers in whatever 
pesitions they occupy.” 

Dr. Samuel Soskin, associate clinical professor of 
medicine at the University of California at Los An- 
geles and internationally known for his research in 
diabetes, confirmed this idea when he spoke to the 
38th annual meeting of the Industrial Medical Asso- 
ciation, He added that his own experience showed the 
diabetic employee who is accepted on a par with other 
people feels so happy about it that he’s apt to be 
exceptionally hard-working and loyal. 

Keep in mind, however, that both the American 
Diabetes Association committee and Dr. Soskin were 
speaking about diabetics who take care of themselves. 

Diabetics who, like Joe Pope, won’t cooperate with 
their treatment are not good candidates for employ- 
ment under any circumstances, any more than other 
uncooperative people are good employment risks. 


A few jobs not for diabetics 


There are a few jobs that shouldn’t be assigned 
to diabetics who require insulin, even though the 
diabetes is kept under tight control. The man who 
needs insulin can have a reaction that will confuse 
him, spoil his judgment, ruin his coordination, make 
him appear drunk. He shouldn’t be allowed to work 
on moving machinery that may be a hazard to him, 
or to work on scaffolds or platforms or ladders from 
which he may fall. 

For the benefit of others about them, diabetics who 
take insulin shouldn’t be put into jobs as fork truck 
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jockeys; nor should they be assigned to driving cars 
outside the plant, or self-propelled machinery of any 
type. If they’re in a position where a momentary lapse 
of vigilance may affect the safety of their fellow 
workers, they can be dangerous. 

Diabetics may be subject more than most non- 
diabetics to upper respiratory diseases and skin in- 
fections. They should be kept away from dust-laden 
atmosphere and from substances that may irritate the 
skin. In addition, they should not work under condi- 
tions that may lead to wet or bruised feet—it’s rela- 
tively easy for them to acquire boils or gangrene, 
since their arteries tend to harden earlier than do 
those of non-diabetics, with a consequent reduction 
in blood circulation, 

As a diabetic grows older, or as his diabetes itself 
“ages,” his vision may lose some acuity, especially 
in the matter of depth perception. Vision should, there- 
fore, be checked fairly often, 


Many jobs are for diabetics 


But there’s a great deal the diabetic who needs in- 
sulin can do, and that he should be allowed to do. 
(Remember that the diabetic who doesn’t need in- 
sulin, and who keeps his diabetes under control by 
diet, presents no special job placement problems.) 


OCCUPATIONAL HAZARDS @ OCTOBER 1956 


The United States Civil Service Commission issued 
for its own use, in 1952. a list of more than 1,200 
jobs open in the Federal government that could safely 
be filled by diabetics. This list later was cut down to 
about 450 job classifications and published for general 
distribution by the American Diabetes Association. 

The association. furthermore, has laid out a guide 
for the employment of diabetics that should be of con- 
siderable help to industry and to the victims of dia- 
betes. too. Beyond what weve already suggested in 
regard to job placement, the association says: 

PA diabetic seeking employment should be re- 
quired to present a note from his physician or clinic 
to the plant physician or the personnel manager, 
stating that he is a controlled diabetic and is examined 
at regular intervals. 

& Diabetics should carry cards or tags identifying 
their condition, 

PA complete physical examination of each diabetic 
should be made at least once a year. 

PB An effort should be made to see that diabetics 
work the same hours on a steady shift; or, if they 
must work on rotating schedules, that they avoid the 
“oraveyard” shift, This is the only concession in re- 
card to hours that well-controlled diabetics should ask. 

& Wherever diabetics are employed, it’s wise to tell 
certain key people in both labor and management 
about the nature of diabetes and the possibility of 


insulin reactions, (Sometimes such reactions have 


The body can't use fully all the 
foods people eat—foods like sug- 
ars and starches, which are called 
carbohydrates. 


When the pancreas doesn't se- 
crete enough insulin to turn these 
sugars and starches into energy or 
to store them for future use... 


The foods boost the amount of 
sugar in the blood until it passes 
through the kidneys and into the 


urine. 


THAT'S DIABETES! 
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been misinterpreted as drunkenness.) Once in a while. 
however, this should not be done among some 
groups, it can lead to prejudice against diabetics. 

PA plant physician is within his rights if he re- 
assigns a diabetic employee to other work whenever 
the diabetic’s condition creates new risks for himself 
or for fellow workers, 

Dr. J. B. R. MecKendry,. associate in medicine. 
Queen’s University, Ottawa, Ontario, pointed out at a 
medical conference held in Ottawa in 1954 that “a 
policy of rigid exclusion of diabetics might backfire, 
since diabetics fearful of revealing their condition 
could remain in jobs for which they are unsuited and 
possibly jeopardize their own safety and that of 
others.” 

In Great Britain, Dr. Joan B. Walker of the diabetic 
department, Leicester Royal Infirmary, told the 
Medical Women’s Federation recently that “diabetes 
is no bar to hard laboring work, provided it is regular 
and the diet adequate: but the change from sedentary 
clerical work” to a job demanding considerable phy- 
sical activity may bring on a bad reaction, Again, the 
warning applies solely to those who must use insulin. 


What of compensation? 


Last year, Ohio—which supplied the fantastic story 
of Joe Pope—became the first state to recognize by 
iaw that diabetes may be a handicap in getting and 
keeping a job. 

House Bill No. 642 (effective September 27. 1955) 
was designed to protect employers from the cost of 
paying workmen’s compensation benefits to employees 
who, because of specified physical handicaps, have 
accidents or contract occupational diseases. Instead of 
charging the costs to the employers—and perhaps 
boosting the employers’ premium rates in the state 
insurance fund—the law requires that costs be charged 
to the special surplus fund administered by the In- 
dustrial Commission, 

If, for example, a diabetic is hired by an Ohio plant, 
the company is to notify the Industrial Commission 
that the firm has a handicapped worker in its employ. 
(That encourages more complete pre-employment phy- 
sical examinations than generally are administered. ) 
If the company doesn’t notify the commission of the 
worker’s handicap at the time he’s hired, it can apply 
later for relief, after a claim has been filed. If the 
delayed notice hasn’t made it impossible for the com- 
mission to determine what the worker’s physical con- 
dition was when he was first employed, it can permit 
payment from the surplus fund of all or part of the 
compensation benefits due the diabetic claimant. 

Let’s hasten to note that there’s a slight legal hitch 
in this: 

The new law provides that full payment will be 
made from the surplus fund only if the Industrial 
Commission can determine that “the injury or occupa- 
tional disease or the death resulting therefrom would 
not have occurred but for the pre-existing physical or 





mental impairment of such handicapped employee.” 

P If it seems that the pre-existing handicap was 
only partially responsible for the worker’s compensable 
disability or death, the commission is to “determine 
in a manner which is equitable and reasonable and 
based upon medical evidence the amount of disability 
or proportion of the cost of the death award which is 
attributable to the employee's pre-existing disability 
and the amount so found shall be charged” to the 
surplus fund, 


Medical advice and some factual data for this 
article were supplied by the Diabetes Association 
of Greater Cleveland. In addition, this bibliography 
was used: Fleming-D’Alonzo-Zapp, Modern Occupa- 
tional Medicine: Johnstone, Occupational Diseases; 
Sappington, Essentials of Industrial Health; James 
W. Craig, M. D., unpublished papers; St. Louis, 
Mo., Health Division, Industrial Health Review, 
June 1953; British Medical Journal, July 9 and 
July 30, 1955; Journal of the American Medical 
{ssociation, June 30 and July 1956; Department 
of National Health & Welfare (Canada), Occupa- 
tional Health Review, March 1955; Department of 
Public Health (Illinois), What’s New in Industrial 
Vursing, September 1955; Chronicle of the World 
Health Organization, February 1956; Industrial 
Medicine & Surgery, March 1954; Metropolitan 
Life Insurance Company, Statistical Bulletin, June 


Why should plant safety and medical departments 
be concerned about diabetes? 


Perhaps because of improved diagnosis, perhaps be- 


cause of an actual increase in its incidence, diabetes 
seems to be on the move. In 1900, public health 
authorities ranked it twenty-seventh among causes of 
death in the United States; in 1949, it ranked tenth. 
More recent figures of the Metropolitan Life Insurance 
Company seem to put it in sixth place. (Nevertheless. 
the diabetic who keeps his diabetes under control prob- 
ably will live about as long as the average non- 
diabetic. ) 

Diabetes is the fifth most important cause of dis- 
ability among people 45 to 64, That’s noteworthy, 
since the number of middle-aged workers in industry 
is constantly increasing. 

In the United States, perhaps 2% of the population 
has diabetes. About half these people know they have 
it: an equal number don’t know it. Broad-scale phys- 
ical examinations have confirmed these figures many 
times, with very little difference in percentages among 
various surveys. 

In Canada, about 40,000 employed men and about 
11.000 employed women are known to be diabetics. 

Diabetics deserve work. It’s up to the industrial 
physician, the safety man, the personnel department, 
and top management to see that they’re given a tair 
shake, and that their productive capacity is used safely 
and well. © ©@ 
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we dare anyone... 


to compare test by test, from impact to shock 


resistance, Bullard’s new electrical safety hat! 


Just as Bullard first brought head protection 


to general industry — now they are bringing a 


Institute. Made of tough Estherene, a new 
Bullard developed compound, it is the 
lightest weight electrical hat on the market. 


One piece construction eliminates any holes, 





new standard in rugged head protection to the 


E. D. BULLARD CO 
275 Eighth St. 


rivets or metal that might cause leakage. 
San Francisco 3, Calif 
6719 So. Figuroa 


LA R D Los Angeles 3, Calif. 


Write for independent laboratory report 


electrical industry. In independent laboratory 
tests Bullard KV hats surpassed every one of 


the standards set up by the Edison Electric 


3U-302 Circle No. 31 on reader service card for more information 
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DIE CASTERS ore “naturals” for safety precautions be- 
cause hydraulic oil lines are so close to molten metal. 





HYDRAULIC LINE near melting pot (left) burst, but no 
damage to operator or diecasting machine, because fire- 
resistant fluid had been installed. 


BROKEN OIL LINE under 750 psi pressure caught fire, and 
an entire West Virginia steel mill ‘fire-proof" building 
was destroyed, Loss: $925,000. 


NCE UPON a time—1954, to be exact—there was 
( a die caster in California who was enjoying good 
business, so good that he didn’t have time to stop his 
machines and install a fire-resistant hydraulic fluid 
to replace the flammable petroleum oil then used. 

Suddenly an oil line broke; oil was sprayed under 
high pressure into a die-casting pot, and wham! the 
plant was on fire. The damage was heavy, although 
fortunately no person was injured. 

The shut-down for repairs, clean-up, and machine 
overhaul far exceeded the time that it would have 
taken to install a fire-resistant hydraulic fluid. This 
is another instance where an ounce of prevention would 
have been far cheaper than a pound of cure. 

When the machines were being put in shape for 
reopening the plant, the owner installed a safe hydrau- 
lic fluid. Only a few weeks later, there was a similar 
break on the same die casting machine; but that time 
the operator was merely wet from the spray, and the 
results when it hit the zinc pot amounted to only a 
cloud of steam. 


Job for safety men 


Men in charge of plant safety no longer confine 
their efforts to non-skid floors and goggles. They are 
searching through their plants for processes and prod- 
ucts which are at all hazardous, either to personnel or 
to continued production, Instances such as these will 








HYDRAULIC FLUIDS 


PROTECTION 
FOR INDUSTRY 


and what they can do for you 


help sell management on the value of converting to 
fire-safe hydraulic fluids: 

> A spring manufacturer had a hydraulic line give 
way in a forming fixture which bends heated springs 
to a necessary arc. Fortunately, the firm had installed 
a non-flammable fluid. The fixtures are located only a 
few feet from the heating furnace; when the fitting 
broke, the fluid was sprayed into the open end of the 
furnace. Had oil been the medium, it could not have 
been turned off in time to prevent serious damage. 
> Another plant operated hydraulic lift trucks using 
petroleum oil, but it overlooked the fact that these 
hydraulic-operated lifts were frequently in the neigh- 
borhood of hot furnaces. One day a line gave way; 
several gallons of hydraulic oil was sprayed under 
force into a furnace. There was a flash fire; one man 
was slightly burned, and quite a bit of damage done 
before the small amount of oil in the lift truck re- 
servoir was consumed. 

> In a steel mill the charging machine on a rotary 
furnace which is hydraulically operated, had _fire- 
resistant fluid installed because of the nearness of the 
flames and heat. The rubber hose suddenly gave way 
one day and caused plenty of excitement. Men ran in 
every direction, but no one was hurt. With oil, the 
story would have been different. 

The fire risk from oil under pressure ranging from 
150 to 5,000 pounds per square inch is a very con- 
siderable hazard—one with which safety engineers 
should and do concern themselves. 

In a Grand Rapids, Michigan, plant, breakage of 
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a hydraulic cylinder head on a press allowed 70 gallons 
of oil under high pressure to be sprayed into a tank 
of molten zinc. Rapid ignition of the oil and the sub- 
sequent explosion blew out all of the windows of the 
one-story, 8,000-square-foot structure. Flames en- 
gulfed the entire building in a matter of seconds. Four 
employees were severely burned in the resultant fire. 
Loss: $43,025. 

Plant fire records as compiled by the National Fire 
Protection Association are full of instances such as 
these. They have inspired many safety engineers to 
stress with management the need for a fire-resistant 
fluid, even at a premium price as compared to petro- 
leum oils. 


Three types of fluids 


The type of fire-safe hydraulic fluid to be installed 
is not the direct concern of the safety director. How- 
ever, in order that he may understand something about 
the fluids, there are three general types: the aqueous 
base which includes up to 50% water combined with a 
form of glycol, a thickener, and various additives to 
improve service values; a synthetic type supplied 
largely from within the phosphate ester class; and a 
water-soluble oil, which is an emulsion of water and 
oil with some snuffer value, but not so fire-resistant 


as the first two. Continued on next page 





HYDRAULIC FLUIDS 


Continued from page 47 





Toxicity is always of concern 
to the safety man. Some synthet- 
ic fluids have proven so toxic that 
labor resents using them. The 
aqueous base type is preferable 
from this standpoint. 

The fluid chosen to protect 
against fire hazards must, then, 
have certain specific characteris- 
tics: 

1. It must be fire-resistant to a 
degree that satisfies underwriters 
and insurance companies, Specific 
tests are prescribed, such as the 
Factory Mutual Laboratory tests, 
which include: 

a. Spraying against a steel plate 
kept at 1200° Fahrenheit. 

b. Passing an acetylene torch 
through an atomized (1,000 psi) 
spray without flame. 

c. Discharging a stream into a 
salt bath furnace at 1200 
out flash or fire. 

2. It should possess good lubri- 
cating properties to protect against 
wear. 


with- 


3. It should be readily pump 
able at low temperatures. 

1. It should have excellent oxi- 
dation stability, and be usable for 
long periods without need for 
change. 

5. It should be non-foaming, 

6. It should be non-corrosive 
and non-toxic. 

7. It should have a high viscos- 
ity index. 

8. It should work suitably at all 
pressures normally required of a 
hydraulic fluid. 


Changeover easy 


In changing over from oil to 
fire-resistant hydraulic fluids, there 
are many precautions which have 
to be observed by the maintenance 
or engineering department in re- 
gard to the cleaning up of the ma- 
chines, paint removal, packaging 
and seals, and lubricants. 

None of these will be the obli- 
gation of the safety director, but 
he should be familiar with some 
of the problems of changeover so 
that he will realize that it involves 
more than a mere draining and 
refilling. The equipment will have 





Die casting machines 

Hydraulic foundry machines 

Coke oven door mechanism 

Coke pushers 

Hydraulic forging presses 

Hydraulic glass feeder mechanisms 

Hydraulic glass forming machines 

Ingot manipulators 

Fork lift trucks 

Hydraulic clamping fixtures on 
welding machines 

Furnace charging equipment 

Furnace tilting mechanism 

Centrifugal pipe casting machines 

Dolomite machines 

Steel strip coil unloaders 

Permanent mold machines 

Hydraulic regulators and controls 

Shears and scarfing machines 

Hydraulic cranes 





WHERE FIRE-RESISTANT HYDRAULIC FLUIDS 
SHOULD BE USED 


* 


and in any other hydraulically-operated mechanism near high heat or flames. 


Rod and strip coilers 
Molten salt baths 
Extruding presses 

Rod mills 

Crusher units 

Hot strip mills 

Planetary mills 

Screw down controllers 
Hydraulic ladle stoppers 
Hydraulic trimmers 

Oven door mechanisms 
Coupling tightening machines 
Roll jacks 

Roll balance controls 
Bessemer tilting equipment 
Lift and transfer tables 
Straddle cars 

Hoists and elevators 
Plating machines 








to be out of operation for some 
time in order to permit a care- 
ful draining. 

One manufacturer has published 
detailed steps required for prep- 
aration of the hydraulic system 

-steps which include the draining 
of the reservoir, accumulator. 
coolers, lines, and cylinders. It 
is then recommended that filters 
and strainers be disconnected and 
removed, the reservoir wiped dry, 
and the paint removed from inside 
surfaces. Most fire-resistant syn- 
thetic fluids are excellent paint re- 
movers, and it is better to have 
this done before the fluid is in- 
stalled. 

It is very important to have all 
petroleum oil removed before fill- 
ing with the synthetic fluid. There 
are certain precautions on pack- 
ings normally used with hydraulic 
oil that must be changed when 
phosphate ester fluids are to be 
installed. 


Tag machines 


Machines 
tagged to avoid the possibility of 
additions of oil to the synthetic 
fluids, as the two are not com 
patible. Where water-base fluids 
are used, it is often necessary to 
replenish the water content, which 
may be depleted in varying de- 
grees according to the temperature 
of the operation and the design 
of the equipment. The need for 
addition of water can be checked 
by running a viscosity determina- 
tion. Marketers of water-base 
fluids furnish charts giving an 
easy method of determining the 
amount of water needed. Only dis- 
tilled or boiler feed (deionized) 
water should be used for make-up. 


should be _ plainly 


Multiple uses 


Fire-resistant fluids are being 
used successfully by the United 
States Navy for both catapult and 
deck elevator operation, these hav- 
ing been installed after two ex- 
plosions on carriers several years 
ago. 

Industrial plant fires such as the 
well-known one at Livonia, Michi- 
gan, have inspired industry to 
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make a careful study of the places 
where such fluids should be prop- 
erly installed. A list of these is 
included with this article. 

The part which the safety engi- 
neer can play in the installation 
of a fire-resistant fluid is to study 
carefully the hazards existing. 
When he finds that hydraulic oil 
installations are located close to 
heat or open flames, he should 
make an immediate and urgent 





ATOMIZED water-base fire-resistant 
hydraulic fluid sprayed into gas 
torch only bends the flame — no 
smoke, no fire. 





recommendation for changeover 
to a safe fluid. When an oil line 
breaks under high pressure, the 
radius of the spray may be 20 to 
30 feet or even farther. A survey 
of the plant and discussion with 
the plant executives may uncover 
some hidden hazards that threaten 
lives and property. © ® 


Thanks are due C. R. Schmitz, man 
ager, lubrication department, E. F. 
Houghton & Company, for supplying 
OccupaTIONAL Hazarps with this ma- 
terial. 





Public service ... 


The Northern Ohio Chapter of 
the American Society of Safety 
Engineers has issued a_ special 
safety manual for use by Junior 
Achievement groups. Members of 
the chapter already are supplying 
advice on safety to a number of 
such groups in the Cleveland area. 
The manual and the safety con- 
sultation service are both part of 
the chapter's current program to 
make the community a_ safer 
place to work and live. 














YOU CAN REDUCE BOTH COSTS WITH 


JOMAC HR GLOVES 


Protect your workers with Jomac HR 
Gloves—and you'll cut your annual 
bill for safety way down! Jomac HR’s 
provide rugged, dependable hand pro- 
tection. Made of famous loop-pile 
Jomac Cloth, they cushion hands 
against sharp or heavy objects—in- 
sulate them against heat. And Jomac 
HR’s really take the bite out of your 
glove costs—because they last and 
last. Here’s why: 


@ they're made of long-wearing brown- 
and-white mock twist yarn 


@they’re interchangeable; any two 
make a pair, so each pair provides 
four long-wearing surfaces 


@they can be washed or reconditioned 
many times over 


@on-the-job tests have proved they 
outwear other gloves by a margin of 
3 to 1! 


Try Jomac HR Gloves for dependable protection and long, eco- 
nomical wear. Jomac makes a complete line of work gloves and 
wrist-to-shoulder protection. Send for prices and complete details. 


JOMAC 


INDUSTRIAL GLOVES 


PLANTS IN PHILADELPHIA, PA., AND WARSAW, IND. 
IN CANADA: SAFETY SUPPLY COMPANY, TORONTO 


JOMAC INC, Phitadeiphia 38, Pa., Dept. c. 


[|] Send me prices and data on Jomac HR Gloves 


) Send me your new Jomac Industriat Work Gloves 
LJ Catalog 


Name.... 
Company.... 
Address 


City.... 


Circle No. 32 on reader service card for more information 
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Now ... American Optical is proud to 
e an outstanding development in 
vision and safety . . . CLEAR AND 
CALOBAR CORRECTIVE CURVE SUPER 
ARMORPLATE TILLYER LENSES. 








AO ULTRASCOPIC Safety 
Glasses with BALANCED 
VISION are the Ultimate 
in Eye Protection 
There are over 420 combinations 
in the American Optical line of 
metal (F5100 series) and plastic 
(F9500 series) safety glasses. You 
can give every worker the type of 
eye protection he needs. You can 
fit any worker. 


SEE THESE SAFETY GLASSES WITH 
BALANCED VISION AT THE AO 
BOOTH, NATIONAL SAFETY SHOW. 


The Big Benefit 
is BALANCED VISION 


With ‘‘compensated”’ or balanced vi- 
sion throughout the lens, the worker 
obtains optimum seeing qualities 
from his glasses whether he looks up, 
down, laterally or straight ahead. 
Naturally, this “balanced vision” will 
increase visual efficiency and safety 
on the job. . . reduce production and 
eye accident costs. This advance is 
available in all regular prescription 
ranges. 


Now Another 


a 
! 


q— — — -AO Lens with Adjusted Correction! - —— —~- —) 


| 

| 

| 

| 
v 


Facts about the AO 
TILLYER Principle of 
ADJUSTED CORRECTION 


Lenses which interpret the services of the 

ophthalmic profession should be constant 

in R power from center to edge. Such con- 

y stant R power depends upon achieving a 

DR. EDGAR D. TILLYER, balance between marginal sphere and cyl- 

intorrstinthalnic Lene Design ~—SsAn der characteristics of the lens. For over 

thirty years the Tillyer Principle has been 

the accepted standard in achieving this balance. Now, new computa- 

tions make it possible to apply the well-known Tillyer Principle to 

safety-thickness S.A.P. lenses. 

Electronic computing gives a new scientific dimension to lens per- 

fection. This advance for the first time is adapted to safety lenses and 
is now available with American Optical eye protection equipment. 


Circle No. 33 on reader service card for more information 
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AO-" 


irst ! 


dafery R Glasses 


AO Ultrascopic Safety 
Glasses Made History 
in1955...Now with 
Adjusted Correction 
they’re a Better “Buy” 
than Ever! 


Both the AO F5100 Metal Goggle and 

the AO F9500 Plastic Goggle feature 

the ultrascopic shape, a new concept 
which assures better seeing through a : 
wider field of vision and improved eye Vs 
protection from 
greater lateral pro- 


~uglptection of the lenses. 
etl 


Quick Facts on the F5100 Goggle 


EYEWIRE — Designed to hold lenses safely without strain. LENSES Planos are interchangeable. AO Tillyer 6 curve 


Lenses if struck will be retained more effectively against being 
forced out of frame. 


TEMPLES — Cable and spatula types (the latter available only 
on goggles without side shields). Both types easily adjustable 
and very comfortable. 


BRIDGE — Increased thickness for extra long life, permanently 
trued, permanently adjusted. 


SIDESHIELDS — No brace bar obstructs vision. Removable, in- 
dividually fitted and adjustable, double-braced for strength. 
Size for each frame clearly marked. 


NOSE PADS — Acetate, won’t corrode, easily replaceable. Very 
comfortable — they spread goggle weight evenly. 


Always insist on the &) trademark 
on lenses and frames. 


Attiiien Opti cal 


Ws) SAFETY PRODUCTS DIVISION 


Super Armorplate Clear or Calobar (medium, dark or extra 
dark) .. . with Balanced Vision. 

NICKEL CONTENT 
tain flexibility. 
ENDPIECES 
folding. 


PAD ARMS — Wide solder area for durability, no sharp bends, 
long guard arm for greater range of adjustment. 

SCREWS — Deeply grooved for easy replacement of com- 
ponents. Wide shoulders mean long life at a vulnerable spot. 
BEADED ENGRAVING 
tinction like this 


Maximum to prevent corrosion yet main- 


Reversible on side shield model for compact 


Women workers like a touch of dis- 
— an American Optical exclusive. 


[ AO's F9500 Series Plastic Safety Glasses 

rs) e Provide similar advances in engineered 

eye protection. Features include cup 

goggle type security and fitting in a spectacle, side shield 

goggle . . . dielectric qualities . . . safety standard flame 
resistant plastic frames, and other advantages» 


SOUTHBRIDGE, MASSACHUSETTS * BRANCHES IN PRINCIPAL CITIES 


Circle No. 33 on reader service card for more information 
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STANDARD WOOD PRESERVATIVES 


(As recognized by the American Wood-Preservers Association) 


OIL PRESERVATIVES 


Coal tar creosote 
Creosote-coal tar solutions 
Creosote-petroleum solutions 


OIL-BORNE PRESERVATIVES 


Pentachlorophenol 
Copper naphthenate 


WATER-BORNE PRESERVATIVES 


Chromated zinc chloride 
Tanalith 
Acid copper chromate 
Ammoniacal copper arsenite 
Chromated copper arsenate 
Chromated zinc arsenate 
Copperized chromated 

zinc chloride 


WOOD PRESERVATIVES 


... they can be handled safely 


ARMERS aren't the only ones who dose wood with 
encom on the do-it-yourself plan. Indus- 
trial plants and mines do, too. 

Sunshine Mining Company, Kellogg, Idaho, for ex- 
ample, uses about 4,000 gallons of copper naphthenate 
each year. All permanent underground structures 
(such as shaft timbers, station timbers, and track ties) 
are treated with the preservative by mine employees 
before they’re installed. Surface timbers that may 
come in contact with the ground are treated, also. Any 
fabrics that go underground (nail sacks, powder sacks. 
and the like) are impregnated. So are safety ropes. 

Over the years, Sunshine Mining Company has 
tested two kinds of preservatives. Both did equally 
well as far as results were concerned, but workers 


experienced so much skin irritation from the first 
type that copper naphthenate finally was put into use 
because of its relatively non-toxic qualities. 

That’s the safety man’s prime problem where wood 
preservatives are concerned: even contact with treated 
materials by maintenance men has been known to in- 
duce dermatitis; in some cases, cloth treated with 
preservatives has given trouble when it’s come in con- 
tact with bare skin. 

Yet wood preservatives of all types can be handled 
safely without interfering with production. And the 
precautions necessary are simple ones. 

Roughly, preservatives break down into three big 
groups: oil, oil-borne, and water-borne. In general, 
the pressure-treating plants that prepare ready-to-use 
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wood products are well organized for safety. (The 
Long-Bell Lumber Company experience described in 
connection with this article is typical.) It’s the do-it- 
yourself plant that really needs advice on the use and 
handling of preservatives. 

Creosote, which is distilled from coal tar. is irritat- 
ing; it may induce dermatitis. Sometimes contact with 
it—even with materials treated with it 
burns similar to sunburns. 


has caused 


Workers should avoid breathing vapor from creo- 
sote. A protective mask is recommended. Good venti- 
lation is essential if the material is used indoors. Pro- 
tective clothing—synthetic rubber gloves and aprons 

is a “must.” Natural rubber won’t stand up in 
handling creosote. 


that. in hand-dipping wood in _ penta, water-proof 
aprons should be worn for protection against splashing. 

“Water-proof gloves.” the department says, “are de- 
sirable, but seldom used: cotton gloves should not be 
used alone, because the solutions dry in them and be- 
come concentrated. Some individuals are especially 
and they should not be employed in 
handling lumber dipped with solutions that cause them 
skin irritation.” 


sensitive 


Like creosote, pentachlorophenol is especially haz- 
ardous when the weather is warm. Perspiring opens 
the pores; the skin becomes more sensitive. Linemen 
who hook their arms over treated crossarms of utility 
poles now and then develop dermatitis as a result of 
their contact with the wood. 


In addition to the groups and companies mentioned within the article itself 


these sources 


supplied technical data and background information about wood preservatives and the hazards 
they present: American Medical Association (Arch. Ind. Health, Nov. 1955); Monsanto Chernical 
Company; Republic Creosoting Company; Chapman Chemical Company; E. |. du Pont de 
Nemours & Company, Inc.; Southern Wood Preserving Company; Dow Chemical Company; 
Bernuth, Lembcke Company, Inc.; Pabco Products, Inc.; Barrett Division, Allied Chemical & 


Dye Corporation; Koppers Company, Inc.; 


American Association of Governmental Industrial 
Hygienists; Wood Treating Chemicals Company. 


SSHHSSSSSSSSSSSSSSSSSSSSSSSSSHSSSSSSSSSSHSSSSSSSSSSSSSSSSSHSHSSSSSSSSSSSSSSSSSSSSSEEE 


The safety department of Foley Constructors of 


Minnesota, now engaged in a huge taconite mining 


project development. recommends these steps to greater 
safety in dealing with creosoted wood: 

1. Wear stout clothing, safety shoes, and shoulder 
pads when necessary. 

y Keep hands away from face and eyes. 

3. Before starting work, coat the hands and other 
exposed parts of the skin with a bland ointment. 
Gloves still should be worn to insure a good grip on 
tools and wood. 

1. Keep the shirt sleeves down and the neck well 
covered. Legs of trousers should extend over the 
ankles. 

>. Wear a sweatband over the forehead. 

6. Get first aid promptly for any burn. scratch, or 
abrasion. 

7. Remove garments soaked with creosote—and 
don't wear them again until they've been dry-cleaned. 

The major oil-borne preservatives are pentachloro- 
phenol (known to the trade simply as “penta”) and 
copper naphthenate. Each has its own advantages, and 
each its own possible dangers. 

Pentachlorophenol, whether dry or in solution, has 
hazards something like those of creosote. Not more 
than 0.5 milligrams of penta should be present in a 
cubic meter of air. Samples of air should be taken 
regularly in work areas and carefully analyzed to make 
sure that the concentration doesn’t exceed that maxi- 
mum, 

Dr. D. J. Birmingham, a dermatologist for the 
United States Public Health Service, found that penta 
sensitized almost 2° of those who were exposed to it 
when handling canvas-type treated fabrics, even though 
the preservative was held to a 1% solution. 

The United States Department of Agriculture warns 
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\ special committee of the American Wood-Pre- 
servers Association has reported that, where penta has 
been used in industry with suitable precautions, “no 
significant health hazard” has been observed. The 
committee does recommend that particular care be 
shown in opening containers of dry pentachlorophenol, 
to avoid breathing the fine powder. Why? Because 
the powder “may cause nasal irritation.” 

Fortunately, this nasal irritation generally occurs 
at levels which give warning to workers. It’s doubtful 
that any concentrations of powder great enough to be 
toxic can be breathed without considerable discomfort. 

Authorities often suggest wearing a mask when penta 
is used indoors, principally to escape the irritation. 

Both creosote and penta are more apt to cause der- 
matitis if there is any abrasion on the skin. The 
chemicals penetrate more quickly when they’re given 
an open door through cuts and scratches. 

Copper naphthenate has been less thoroughly inves- 
tigated than creosote and penta, probably because it’s 
been only since World War II that it’s come to im- 
portance as a preservative. 

Dr. Herbert E. Stockinger. chief of toxicological 
services for the United States Public Health Service 
field office. Cincinnati. commented on the fact that 
copper naphthenate and its possible effects aren’t so 
well known as the other preservatives and their effects. 
He added: 

“Whereas the internal hazard from copper naph- 
thenates is low, copper naphthenates, like phenols, pre- 
sent a dermatologic hazard: and the precautions sug- 
vested for these substances should be maintained for 
copper naphthenates.” 

What precautions? Wear rubber gloves, of course, 
and rubber aprons or other protective clothing. Chemi- 
cal safety goggles should be worn whenever there's the 





There’s No Need for Dermatitis 


in a Pressure-Treating Plant 


ERMATITIS never has been a 
serious problem at The Long- 


Bell Lumber Company’s wood 
preserving plant,-Longview, Wash- 
ington. That’s the word from R. 
P. Miller, plant safety engineer. 

Miller explains the want of dei 
matitis cases with six points: 

1. Good personnel. 

. Good equipment. 


. Good housekeeping. 


2 
3. Good maintenance. 
4 
5. 


Good personal protective 
equipment. 
6. Good first aid facilities. 
The plant pressure-treats with 
creosote the wood products that 
come from Long-Bell mills. 


Old-timers know safety 


Labor turnover at the Longview 
plant has been extremely low. Em- 
ployees seem to like their jobs and 
their working conditions. That 
makes for workers who are 
thoroughly trained in the best 
safety methods—and who know 
enough to follow them. 

The plant is well engineered, and 
only late-model equipment is used. 
For the sake of both production 
efficiency and safety, the equip- 
ment is excellently maintained. 
Special attention is given to plant 
housekeeping and to the storage of 
materials. 


Goggles are provided by the 
company when  necessary—and 
when they're necessary, they’re 
worn, not carried in pockets or 
suspended loosely from headbands. 
Synthetic rubber gloves are issued 
to workers whenever they’re re- 
quired, 


Frequency only 8.3 


\ well-equipped first aid sta- 
tion is maintained, staffed by 
trained attendants. An ambulance 
is kept ready. Emergency eye-wash 
fountains and showers are pro- 
vided. Protective creams are sup- 
plied and widely used, particularly 
in the summer. 

The Longview plant has operated 
is long as 27 months without a 
disabling injury. In 1955, it had 
an accident frequency rate of 8.3. 
The rate for the miscellanous wood 
products industry as a whole was 
27.6 for the same year, according 
to the United States Bureau of 
Labor Statistics. 

Safety Engineer Miller can’t re- 
call a single case of long-standing 
dermatitis at the plant. 

“Application of the six points 
I’ve mentioned,” he declared, “will 
aid any wood preserving plant to 
keep injuries and health hazards 
to a minimum.” ° * 
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possibility of splashing. (That’s 
true, no matter what preservative 
is being handled. ) 

Copper naphthenate may be less 
irritating than some other preser- 
vatives. James B. Mooney, vice 
president of the Naphthenate Pre- 
servatives Institute, Inc.. and a 
power in Fungicides, Inc.. insists 





Tests conducted at the Boston 
City Hospital, Boston, Massachu- 
setts, were particularly favorable 
to copper naphthenate. A 3% 
solution of the preservative was 
applied twice daily for nine 
weeks to normal skins, over areas 
six inches square. No ill effects 
appeared. 





he has seen men in plants produc- 
ing copper naphthenate work with 
their bare hands immersed in the 
chemical for long periods without 
suffering any ill effects. 

As a matter of fact, the use of 
copper naphthenate as a wood pre- 
servative got its big start during 
World War Il, when many work- 
*rs who handled treated rope con- 
tracted dermatitis. The armed 
forces adopted copper naphthenate 
as standard for the Pacific Theatre. 
in order to escape from this der- 
matitis problem. 

In a report published late last 
year, Dr. William T. Rockhold of 
the Public Health Service indicated 
that copper naphthenate, in 8% 
solutions, is “practically non- 
toxic.” The investigations he re- 
ported, however, dealt strictly with 
naphthenates taken orally; and he 
noted that dermatitis may be 
caused by the naphthenates, as by 
other preservatives. He recom- 
mended that “repeated, long-term 
skin contact” should be avoided. 


Fire hazards 


All three types of preservatives 
discussed up to this point—creo- 
sote, pentachlorophenol, copper 
naphthenate—present a fire hazard 
in their liquid state. 

Tests aren’t complete as to the 


Continued on page 56 





‘Tuffy. SLING NEWS__ 





Published Monthly in Leading American Trade Magazines by Union Wire Rope Corp 


Tuffy FERRULE GIVES EYE SPLICE 
STRENGTH OF Tuffy. SLING FABRIC 


No Increase in Cost For 


Smoother, Safer Factory 
Ferrule Splice 


In the most important sling de- 
velopment since Tuffy machine 
braided wire was introduced, Tuffy 
now offers sling users greater safe- 
ty, faster sling handling, and more 
sling-eye strength—at no increase 
in price. 





It’s all made possible by a new steel 
ferrule used on all Tuffy Slings. 
ee , 3 4 This ferrule, slipped over the splice 
TREMENDOUS PRESSURE of this machine in swaging Tuffy’s smooth-edged metal of the eye and pressed = under 
ferrule around the tuck splice virtually flows the metal into the braided fabric interstices. eat pressure, holds so tight that 
it gives the eye of the sling 100 
a ee per cent of the strength of the ma- 
Good Man To Know — icf " ie chine braided wire fabric. The 
P F "ad we, tucked-in splice is completely cov- 
Your Tuffy Distributor : ew ered—the swaged ends of the fer- 
Ae rule leave no abrupt edges to catch 
Tell him your requirements. Then let him save Se on loads or to injure workers’ 
you the time, trouble, and money of carrying a aos ’ hands. 
an inventory. He will stock the Tuffy Slings . nN ; : . 
you want and Tuffy Hoist Lines to team up 4 Atte? Teamed up with the Tuffy machine 
with your Tuffy Slings. : braided sling fabric, this new fer- 
: iS rule makes Tuffy the sling handler’s 
2 The force of friction set up favorite for every job. 
by compressing the ferrule 
metal on more of the wire fabric 
surface forms an eye that really 
stays spliced. 


New Tuffy Sling Handbook FREE— Mail Coupon Now 


This big 60-page book tells you all about new factory-fitted Tuffy Slings 
with our pressed-on ferrule and contains complete information about a 
full line of factory-fitted Tuffy Slings, nearly a dozen new standard fit- 
tings, and complete data and charts on all Tuffy Slings. It also has a 
brand-new engineer’s notebook and a valuable rigger’s manual. Send for 
your copy now. No obligation. 


> - = i 
UNION(#: WrekXone Corporation 
Specialists in high Sl wire, wire rope, braided wire fabric, stress relieved wire and strand. 


2298 Manchester Avenue, Kansas City 26, Missouri 


MY NAME = TITLE 








COMPANY NAME 





ADDRESS___ 
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PRESERVATIVES 


Continued from page 54 





effects of treatment with preserva- 
tives on the flammability of wood. 
These conclusions may be taken 
as no more than educated guesses. 
based on experience and on the re- 
searches that have been conducted 
so far: 

l. Treatment of wood with 
creosote seems to retard ignition 


but when a fire does start, the 
heat apparently is more intense 
than it is with untreated wood. 

2. Treatment of wood with 
either pentachlorophenol or copper 
naphthenate increases flammability 
a little, although the difference 
evidently isn't so great as it is 
among various species of untreated 
wood, 

3. Treated wood. «after it’s had a 
chance to weather, is more fire 
resistant than untreated wood. 


That's because sound wood is al- 











WASHINGTON 


STATION WAGON 
CONVERSION 
COT AND 


<_ 


Washington full senior 
size Kontour-Kot with 
5” cushion tires, in a 
Ford country sedan. 


WASHINGTON MAKES A COMPLETE LINE of station wagon con- 
version cot and stretcher kits—with models available to fit any make or 
model wagon. Installation is simple, and removal is quickly accomplished 
in a few minutes—leaving the wagon floor clear. Washington cots and 
stretchers are the first choice for any emergency vehicle, as well as the 
favorite for emergency rooms, industrial first aid stations and plant 
hospitals. If you are in doubt as to the proper kit, write us giving the 
type and model of station wagon, and we will advise you of the most 


suitable model, with prices. 


WASHINGTON waxes 


COTS AND STRETCHERS TO FIT 
ANY VEHICLE, OR FOR ANY 
FIRST AID ROOM OR HOSPITAL 
REQUIREMENT 


Washington's COMPLETE LINE of am- 
bulance cots and stretchers and other 
emergency equipment can meet your 
every requirement. For over 32 years 
Washington has constantly featured the 
highest quality and best craftsmanship in 
the industry. First aid and rescue squads, 
fire departments, hospitals, factory hospital 
and first aid rooms are but a few of the 
thousands of satisfied users of Washington 
products. 


Two-level elevating ambulance c 
A Washington exclusive design 


Fold-A-Way emergency stretcher, Model 1/8. Light 
and compact, folds easily 


WRITE FOR FREE CATALOG 


WASHINGTON PRODUCTS CO. 


238 SOUTH FAYETTE ST., WASHINGTON C. H., OHIO 
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ways harder to ignite than wood in 
which decay has started. 

W. D. Keeney, engineer for the 
American Wood Preservers In- 
stitute, points to two illustrations of 
that last conclusion: 

“A number of years ago a rail- 
road trestle in the South caught 
fire and burned so fiercely that 
foliage off the right-of-way was 
badly scorched. After the outside 
of the timber had been charred, the 
fire went out of its own accord, 
and the trains continued to use the 
trestle without repairs. 

“In Mississippi, a gasoline truck 
turned over and burned under a 
low creosoted timber _ trestle. 
Though the creosoted deck was in 
very close proximity to the burn- 
ng gasoline. damage consisted only 
in charring the wood to a slight 
depth. The bridge remains in place 
today and is used by a very heavy 
highway traffic.” . 


Water-borne types 


The water-borne preservatives 
contain one or more compounds 
of chromium, arsenic, copper, or 
zinc. Thus far, no dermatitis seems 
to have resulted from contact with 
these materials or with wood 
treated with them; but the Ameri- 
can Wood-Preservers’ Association 
nevertheless recommends that “rea- 
sonable precautions” be taken 
whenever workers must handle the 
dry salt or any highly concentrated 
solutions. 

The “reasonable precautions” 
take this form: rubber gloves, rub- 
ber apron or rubberized clothing. 
respirator. chemical safety goggles. 


No hazard seen 


An association committee es- 
pecially set up to study new pre- 
servatives reported of the water- 
borne compounds that “treated 
wood does not present a hazard be- 
cause the chemical reactions oc- 
curring in the wood render the 
toxic substances insoluble.” 

In case a worker does come in 
contact with any of the water-borne 
preservatives, washing with water 
or with sodium thiosulfate will 
counteract possible harmful ef- 
fects. ° ° 
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Get Safe ... Sure Hand Protection For Every Job 
— 2? : 
From The Complete PION BR Line 


5 


4 oe Black Neoprene + 
Stanzoil Industrial Gloves Stanzoil 


PIONEER proce i neoprene 
has higher tensile st 

resistance than any N . 

eitiees Wealahn olin wikia oueilin glk eoprene Industrial Gloves 
vents and detergent PIONEER non- 

slip grip provides safe, sure handling of deal lor lood processing, 
slippery thing Available in ii 

medium, heavy weight 


White 


light, “annin VOTK ed neoprene make 
i tand up under extra 

Straight Finger Styles 

Weight 

| 


rt 7 ss 


No. NW-32 


Smooth 


Curved Finger Styles 


x 


Stanzoil Knit-Lined 


Bixee ss Neoprene Industrial Gloves 


ra * 
| ( Stanzoil Extra-Light Weight 


Neoprene Industrial Gloves 
Sheer work glove for job vVhnere maxi 
mum dexterity 

protection requ 

prene resists oils, ¢ 

Non-slip grip, 

dexterity. Red 1 


inside for easy o 


Style Weight 
No. RSW-13 RSW-13 Shee 


. 
~» Stanzoll rrock-tincs 
Whitecaps . Neoprene Industrial Gloves 


 &.. For apy 
Light Weight Industrial Gloves ' ican ee a ee 


desirable. Of oil, acid, alcohol, 


ication vhere a combina 
xin 


’ ' ; ; : grease, ketone an¢ lvent resistant 
Standard for canning, packing and foo¢ Sie: és id sabi aes 

. . . ; Milled DuPont Neoprene. Molded 
processing industries. Neoprene resists 


P non-slip grip gives worker safer-than- 
damage from liquids, fats, grease, oils, 


; sta bare-hand grip. Thousands of tiny 
acids, detergents, gives longer glove life. 3 has . 
“ . . : cotton particles bonded to inside of 
Short curved fingers, non-slip grip im- : , 

: “a Oe San glove make them easy to slip on ar 
prove worker efficiency. Satinized inside = | 


y “3g off, 
easy on and off. i 


id 
and absorb perspiration. Red out- 
ide with yellow lining. 


No. N-30 
Style Weight ize ngth Style Weight 
N-30 Light m., Med., Lg 14” NS-35 





Send complete description of 
your hand protection 
problem... Attention: 


j ers in beach ay 
‘‘Hand Protection Clinic.”’ +e PIONEER Rubber Company Pn Pie, 
Recommendations based 


< 
on 38 years’ experience in 238 Tiffin Road, Willard, Ohio, U.S. A. Sa” 
industrial, household and 
surgical hand protection. 


This 2-page insert appears in Occupational Hazards, October 1956 


~ 


Printed in U.S.A. C-105600 








Select The Right Glove For Your Job 


From The Complete PIONEER Line 


Stanzoil PACEMAKERS | Stanflex Pee Sorte 


Heavy Duty Mahogany Red ——. development in coated 
rlove c struction vears TON- 
Neoprene Coated Flannel Gloves Ss ane iction in years. PION 








single-seam lining, just 
two pieces of jersey, provides seam- 


Full-cut 8 oz. Canton Flannel lining, 
free work surface on face of fingers, 


tailored to fit the working hand com- 
fortably. Oil, acid, solvent, caustic and thumb, palm and back of glove. 
No seams to chafe hands, acceler- 
ate wear. Elastic-knit jersey shapes 
to hands. Wing-styvle thumb, curved 


grease resistant neoprene coating com- 
pounded to provide maximum flexi- 
bility and abrasion resistance. Pioneer’s 
non-slip grip holds wet slippery things fingers fit hands naturally, com- 
safely. plete action freedom. Tough 
No. 95 . aa bonded vinyl coating won't peel 
Style 145. Full-Coated ” Overall or crack, always flexible, has 
95 Full-Coated Knit Wrist Gauntle amazing resistance to cuts, snags, 
125 Full-Coated 12” Overall 25 “Hot 'n Co -L ' abrasion, outwears leather. Satin 
Gauntlet 12° Gauntlet " finish gives positive over-all grip. 
No. 5132 
Style Style 


—_ $062 Full-Coated Men's Knit Wrist 5072 Paln 
5232 Full-Coated Men’s Band 5242 | 
Stanzoil PACEMAKERS. | 22). te 
Black Neoprene Coated l 
Flannel Industrial Gloves Sheergrip Sheer Natural Latex 
Industrial Gloves 


Oil, acid, solvent, caustic and grease 

resistant neoprene coating compounded Ideal for jobs where a high degree of finger 
to provide maximum flexibility and dexterity is required and resistance to oil and 
abrasion resistance. Tailored to fit the | 
working hand comfortably. Of full-cut Extremely thin fine latex, PION EER proc- 
8 oz. Canton Flannel eams located | essed for maximum toughness and elasticity 
off work areas to reduce wear. Fit hands snugly without binding. SHEER- 

GRIPS give almost barehanded dexterity yet 


protect hands and product 











grease is not necessar 


Style 
80 a : 
90 Style 0794 has rough textured grip on 


| T 
Fu Wt. K 

120 Full-Coated Ind. Wt QO Gauntle fingers, thumbs and paln 
| 
I 


-Coated I 


‘oated 


140 ‘oated Ind 


180 Style bain I>} 


oated ind. Wt ‘ ra Init } shew Got 0754 White 


cy 0763 Whit 
. 0794 Whit 
No. 0754 4773 bare 


Stanflex — | ee 
Knit Lined Viny! Plastic | Sheergrip 


Industrial Gloves | 
Ideal for jobs where resistance to | Et Sheer Neoprene Latex 
abrasion, cuts, snags and hani dexterity | ee Industrial Gloves 
is important. Elastic knit lining is i ee 
moisture absorbent, has all-way stretch 
for freer finger movement. Non-slip 
finish, curved fingers aid grip. Red vinyl 
plastic resists oils, acids, caustics, most 
chemicals. 








Made of soft elastic neoprene for extra 
resistance to oils, acids, greases. Tissue- 
thin for maximum fingertip dexterity yet 
tough for longer wear. Neoprene is free 
of dermatitis-causing allergens sometimes 
found in natural rubber. 

Style Weight Size Length ; ‘ 

VL-34 Medium Sm., Med.. Lg. 11” j 4 ; Style Weight f Length 
. 13” - ot 7852 Green 19 Half size 14-914 10'% 

No. 7852 








We'll help you solve 
difficult hand protection PIONEER 
problems! Send complete the Rubber, Company ae 
description attention: 238 Tiffin Road, Willard, Ohio, U.S. A. 
‘‘Hand Protection Clinic’’ 





Mike McCarthy 
of Columbus McKinnon 
a 


“You cant duplicate personnel” 


| AYBE it’s true, as Solomon said, that “there is 
eer new under the sun”; but we're inclined 
to think that Solomon never met Michael McCarthy. 

McCarthy, whose work in industrial safety runs 
clear back to World War I, now represents Columbus- 
McKinnon Chain Corporation. What he does is 
unique: under standing instructions that he’s not to 
try to sell anything, he tries to teach managements and 
workers alike “the advisability of safety.” His own 
company pays all costs, makes him available wherever 
he’s needed within the limits of his time. 

His working schedule is elastic. One day, he’s dis- 
cussing safety with a group of casualty insurance 
engineers in Chicago. Another, he’s beginning a four- 
week hitch at an automotive plant in an effort to beef 
up its safety program. Again, he’s in Pittsburgh or 
Columbus or Omaha selling the idea of safety to a 
management that thinks its firm is “too small to bother 
about having a safety man.” 


“Tll go anywhere I’m wanted, within reason,” he 
says. “I’ve had calls to the West Coast and to New 
England, to the Deep South and throughout the Middle 
West. | answer them all, if there’s time enough and 
if the real need for my help justifies it.” 


Makes frequent appearances 


McCarthy 
ship of Columbus-McKinnon behind him—appears fre- 
quently on safety conference programs and at local 
He talks with plant 


foremen. He discusses how to set up safety programs 


still with the expense-paying sponsor- 


meetings of safety engineers. 


with personnel managers and with company presidents. 
In open forums after meetings, McCarthy answers 
questions about the best safety methods. He’s devel- 


Continued on page 61 





“1 want to show my appreciation by doing something 
to help the country that helped me”’ 
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GNS 


For Accident Prevention 


Most people sometimes forget — and it’s a danger- 
ous oversight to forget Safety. ‘'! forgot’’ is an all 
too common alibi for an accident. 


To help workers remember, post Stonehouse Safety 
Slogans and Reminders signs. Just the few words on 
any of them help to promote safety. 


The tendency to forget should not be overlooked— 
It's serious. Teach your workers to cultivate the prac- 


tice of safety by reminding them to remember its 
blessings. 





Our complete Catalog—64 pages, 
in full color—free on request. 





SIGNS, inc. e Stonehouse Bldg., 9th at Larimer @ Denver 4, Colo. 






“Signs Since 1863” 


POSITIVELY R 
LN e” [ANG 


ACCIDENT PREV 
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PERSONNEL 





knowledge 
of the subject as a result of his 40 
work in the field. He 


i plant man can 


oped an encyclopedic 


years of 
talks in language 
understand and enjoy, and he 
pulls no punches in the advice he 


hands out, 


Enthusiasm catching 


MecCarthy’s enthusiasm for safe- 
tv is tremendous, 
“Maybe 


eigner.” he says. “I came 


it's because I’m a for- 
ove! 
from Ireland, and I’ve done pretty 
well. [I want to show my appreci- 
ation by doing something to help 
the country that helped me.” 
That’s not an idle statement. 
He means it. McCarthy 
“vou can't kill 100,000 


year in 


is con- 
vinced that 
and maim millions every 
accidents, and have the country 
stay strong.” 

He has a knack for transmitting 
his enthusiasm to others, too. 
That, in large part. is why Colum- 


bus-MeKinnon three 


when he retired from 


chose him 
years ago, 
a long-time job as safety super- 
visor for Fisher Body Division of 
General Motors Corporation, to 
start its new program of encourag- 


ing safety in American industry. 


Here's why 


What’s the reason for the ¢ 
lumbus-McKinnon interest ? 

Chiefly that the 
makes 


itself 
properly 


company 
equipment that, 
handled and cared for, helps keep 
McCarthy 


company 


workers safe. isnt a 


salesman for products: 
he’s simply sent out as an evangel- 
safety 
is the next thing to religious faith. 
McCarthy 
those 
sold 
cents, 
after experience, to switch 
thinking, 
“You 


and machinery.” 


ist of safety—and, to him, 
has found that even 
managements that must be 
safety on the dollars-and- 
profit-and-loss basis come, 


their 


can duplicate equipment 


he says, “but you 
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SLBGGE: 


> roe 5 


of Safety Floor 
Maintenance 











Considering how much of your Overhead 
goes Underfoot, it’s no wonder so many 
executives insist upon Lecce Safety Floor 
Maintenance. Here’s why: 


Fact 1: Saves money. LEGGE lowers your 
upkeep costs by as much as %. It’s a fact 
that LEGGE Polishes stay on the floor up to 
8 times longer, rarely need the time consum- 
ing job of stripping. You save on materials. 
You save on labor. 


Fact 2: Safety. The co-efficient of friction in 
LEGGE Polishes goes up to 75% beyond 
U. L. requirements for slip-resistance. An 
industrial plant averaged 4 slip-falls a week. 
With LEGGE Maintenance, they now report 
3 in 5 years—a 99.7% improvement. 


Fact 3: Service. At no cost to you, a LEGGE 
Maintenance Specialist surveys your floors, 
recommends the proper materials, oversees 
their application and plans a daily upkeep 
program for your crews. He acts as your 
permanent Free consultant. 


FLOOR 
MAINTENANCE 


is a BIG JOB 


And here’s a Big Plus: 


If you now have or ever contemplate install- 
ing conductive floors, bear this in mind. 
Improper cleaning and polishing materials 
can destroy the effectiveness of even the 
finest flooring. LEGGE Polishes and Cleaners 
retain the conductivity of conductive floors. 
Clip coupon for our Free booklet on Main- 
tenance of conductive floors. Or see us at 
Booths 36 & 37, Safety Congress Show. 


a Drive as though your life 
SS % depended on it.— It does. 


(in conjunction with National Safety Council) 





Walter G. LEGGE Co., Inc. 
Dept.O-10,101 Park Avenue 
New York 17, N. Y. 
Branch offices in principal cities. 
In Toronto—J. W. Turner Co. 


[] Send me your Free bookiet 

on Conductive Floor Maintenance. , 
[] Send me full information 
on LEGGE Safety Maintenance. 
Name 
Address 








a 


Firm 
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KEEP YOUR 
SAFETY PROGRAM ALIVE 


with 


PLAQUES, TROPHIES and 
EMBLEMS! 


1933 SERIES 2 
WE HAVE IT IN STOCK! ! Two-tone Jewelers’ bronze = with 


Choose from over 40 titles. |'/,'' diameter Green Cross in enameled colors. Genuine 
gold plate heavy pin and safety catch Walnut Shields size 10" x 10'/2"' $10.95 
$10.50 per doz. F.E.T Also available plain or with AWARD OF 
‘ HONOR. 
Write for FREE 36-PAGE CATALOG! Hand engraving only éc per letter 


LIAMS 


WILLIAMS JEWELRY AND MFG. CO. 


SILVERSMITHS BLDG. DEPT. OH-10 10 S. WABASH AVE. 
CHICAGO 3, ILL. PHONE: CEntral 6-5018 














Yes, if a fire in your plant turns into disaster because you don’t 
have fire hose where and when you need it, the hearse may 
arrive before the cart. That's why smart safety men are provid- 
ing fire brigades with Wirt & Knox Hose Carts before fire takes 
its toll of lives and property. 

Wirt & Knox Hose Carts are available in 15 different types and 
sizes to handle various hose capacities. With either wood or 


steel wheels, Wirt & Knox Hose Carts withstand hard usage and 
give years of service. 


For full information, write 


WIRT & KNOX MFG. CO. 
2308 WEST YORK STREET PHILADELPHIA 32, PA. 
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can't duplicate personnel. Man- 
agements come to realize that.” 

He’s sure that any safety equip- 
ment, wisely purchased and used, 
will pay a profit, if you do insist 
on thinking of safety from the dol- 
lars-and-cents point of view. Not 
only does the equipment prevent 
accidents and injuries, but it pre- 
vents the loss of highly trained 
people. the loss of production. 
damage to plant machinery, waste 
of materials, loss of wages while 
the results of the accidents are 
cleared up. 


Human relations 


But the big value of a safety 
program, in McCarthy’s estima- 
tion, lies in human relations. A 
plant can’t keep up morale when 
it has a lot of accidents, and often 
it can’t keep its workers on the 
job when it has bad accident ex- 
perience, 

\ safety program is a way of 
showing interest in the welfare of 
company employees—much more 
so than paid-up insurance or recre- 
ation centers. McCarthy thinks 
that the safety program, therefore. 
builds loyalty to the company on 
the part of emplovees and their 
families—-and that loyalty is trans- 
lated into favorable reports to out- 
siders. 

He hopes that the idea begun 
by Columbus-McKinnon Chain 


Corporation will spread. @ © 


In 1955 there were approximately 10 
deaths for every billion passenger miles 
flown on domestic United States air 
lines. This compared with only one 
death per billion passenger miles in 


1954 


For the first time, the United States 
Post Office Department has embarked 
on an over-all safety program to take in 
all its 500,000 employees. A_ special 
safety handbook for postal supervisors 
is to be issued, and on-the-job safety 
instructions are to be incorporated in 
the Postal Manual issued to all depart- 
mental workers. 


Metropolitan Life Insurance Compny 
statisticians have reported that catas- 
trophes accidents in which five or 
more were killed—caused about 1,500 
deaths in’ the United States last year, 
300 more than in 1954. 
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The | dressing that gives you 3 major floor maintenance benefits! 


3 ie 
wea 


me et 


EXCELLENT 
SLIP RESISTANCE 
Underwriters’ Laboratories, Inc., approves 
the slip resistance of POLY-GLO. Readings 
obtained on the UL James Machine prove 
that POLY-GLO rates “excellent” on all floor 
surfacestested. Safety aloneisreason enough 
for you to use POLY-GLO on all your floors. 


LABOR-SAVING 
EASE OF APPLICATION 


Poly-Glo applies easily and quickly . .. it 
dries in minutes to a tough, hard glossy film. 
Poly-Glo strongly resists heel marking, dirt 
and water... and will not yellow or dis- 
color the lightest floors. 


Pp, 


<M aw 
SPARKLING BEAUTY 
WITHOUT BUFFING 


Self-polishing Poly-Glo gives you sparkling 
beauty without hours of machine buffing. 
To keep floors dust-free and polished, sweep 
daily with yarn broom treated with MYCO 
Yarn Broom Dressing. Damp mopping with 


cold water whisks off clinging dirt, will not 
The New, 


remove Poly-Glo’s protective film or lustre. 


Heavy Duty Non-Wax USE POLY-GLO SAFELY ON 


e ALL TYPES OF SEALED WOOD, 
Floor Dressing : RESILIENT and NON-RESILIENT 


FLOORS! 
(-—----------- is i i la acd 


Masury-Young Co., 76 Roland St. 
Dept. 62, Boston 29, Mass. 


I'D LIKE A DEMONSTRATION, PLEASE 
... 801 can see for myself what Poly-Glo 
and The MYCO Method of Floor Care can 
contribute to plant safety and floor mainte- 
nance economy. Have one of your repre- 
sentatives in my area phone to arrange 
a convenient time. 


Name 

(Please print or type) 
Title 
Company 


Address 


MYCO PRODUCTS SAVE TIME + EFFORT - LABOR 
MASURY-YOUNG COMPANY 


76 Roland Street, Dept. 62, Boston 29, Mass. * In Canada: Toronto, Ontario 
BRANCH OF fr! ¢c&S -t:N PRI Meese AS Cities 


MYCO is a registered trademark of MASURY-YOUNG COMPANY, Visit our booth + 224-225 at the National Safety 


and identifies the company's complete line of first-quality floor mainte 


nance products manufactured under exacting standards since 1857 Congress and Exposition, October 22-26 
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Good Posture 
For Driver Safety 








NO SLIP—-NO SLIDE—NO FALL 


GooD POSTURE behind the wheel 


means greater safety for truck 
SA . = r Y drivers, according to the National 


Chiropra tic Association. 





The Association warns drivers 


UNdlerfooks | | ses sluetenns 


slump after a few miles.” Slump- 





ing puts an extra burden on back 
and shoulder muscles, causes fa- 
tigue—and, often, accidents. 
The trucker should sit so as to 
have both a clear view of the road 


SKID - PROOF aaa sinied es ae ie : 
SAFETY ENAMEL 


normally sits in a chair. Fore- 
America’s best seller! 


Protect your customers! Protect. your 
employees! Their safety depends on you. 
Cover those slippery areas on your floor 
with Convoy, the safest, most attractive 
non-slip coating known. Economical, 
simple to apply and easy to maintain. 

No need to etch unpainted concrete! Give 
surface a prime coat of Convoy Concrete Carl Schroeder, secretary and 
distributor. Sealer. Dries in 30 minutes. plant superintendent, The Wake- 
field Company, Vermilion, Ohio, 


Safety | KELLEY MAHORNEY CO. has issued 2 warring to produc 


tion employees that deserves spe- 


Paint Specialists 1445 South 15th Street © Louisville, Ky cial attention almost everywhere: 


‘The last safety inspection of the 


arms should be about parallel with 
the plane of the wheel. But don’t 
“tuck the wheel into the midriff,” 
Convoy comes in the following and don’t sit sidewise! @ @ 
colors: Lt. Gray, Dk. Gray, 
Green, Yellow, Tile Red, Black 
and White. For complete in- 





formation write for color card, Broken bottles... 


bulletin and name of nearest 








plant turned up several broken 








bottles — sharp fragments that 
mean the hospital if stepped on 


s . iF the wrong way. Every bottle not 
Optically Perfect... Premium Quality jit Sak i See sak a nw 
tial maker of serious injury. A 


deep gash in the foot or ankle 
hI | from a dirty bottle can mean real 
Lenses and Plates rouble. 


at Economy Prices! 











AMERICAN 
FEDERATION 
of the 


PHYSICALLY 


© “Prescription-Lens”’ accuracy PHYSICALLY 


© Meet all Federal specifications 
© Fully guaranteed 








EYEGARD GLASS . . . finest optically ground and polished 
lenses protected by lifetime guarantee against defects. Non- 
Shatterable and Glare-Filter 


HIRE THE HANDICAPPED 


Public Law 176, passed in 1945, 
designated the first full week in 
October of each year as "National 
Employ the Physically Handicapped 
Week." The law, written in the form 
of a Congressional resolution, asked 
that “appropriate ceremonies . . . 
be held throughout the nation, the 
purpose of which will be to enlist 
public support for and interest in 
the employment of otherwise qual- 
ified but physically handicapped 
workers." The American Federation 
of the Physically Handicapped com- 
ments that “employers are learning 


that it is good business to hire the 
MOmmecmek meme meme mm © 


handicapped on jobs they can do.” 
Circle No. 43 on reader service card for more information 


AMERILITE made of a synthetic resin compound that 
has half the weight and twice the strength of hardened 
safety glass. Shatter-proof . . . greater resistance to pitting 


ENDURON COVER PLATES AND LENSES . outlast glass 
20 to 1 shatter-proof, won't pit, crack or spot. Non- 
fogging, 30 times harder than other plastics . . . sheds 
spatter like magic 


All EYEGARD Lenses and Welders’ Plates are made with the same painstaking care 

and accuracy as the finest optical lenses for prescription use. They are ground and 

polished by experts with years of experience to eliminate distortion and assure perfect 

vision, yet they are low in cost. Immediate delivery. Write for prices and literature 
Standard Size and Large Vision (4'/2" x 51/4") plates available 


AMERICAN INDUSTRIAL SAFETY EQUIPMENT CO. 


3507 LAKESIDE AVENUE . CLEVELAND 14, OHIO 
Division of the Burdett Oxygen Co., Cleveland, Ohio 
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Photect Your Copital Investment 
ogoinats Fine 


»..use spark-resistant Ampco Safety Tools 
in hazardous locations 


Plants, equipment, and inventories cost a lot of money, but human 
life is priceless. With so much at stake, many companies rely on 
Ampco Safety Tools for protection and improved worker moral 


Ampco Safety Tools don’t give off dangerous hot sparks. Yet, 
they are hard enough and strong enough to stand up under practi 
cal service conditions. Factory Mutual Laboratories and other 
safety authorities approve them for use wherever there are danget 
ous, inflammable liquids, explosive gases, dusts, or vapors 


An investment in Ampco Safety Tools pays big dividends in fire 
prevention. So protect your plant and your people — select the 
tools you need from more than 400 different items. Write for oun 
new catalog ST-10. 


AMPCO METAL, INC. 
Dept. OH-10, Milwaukee 46, Wisconsin 
West Coast Plant e Burbank, California 


t's Safety Supply Company, Toronto 


THE METAL WITHOUT AN EQUA 


Canada 
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How to choose 


Sarety 
Too/s 


For tools subject to impact 

and/or torque specify 
Ampco Metal Tools 

FZ) 

— 


iF, f 


a 


For tools that have cutting 
edges or gripping teeth 
specify Ampco Beryllium 
Copper Tools 


a » 


re 


For tools to be used in the 
vicinity of acetylene or sim- 
ilar gases, specify Ampco 
Monel Tools. 





OLDEST AND LARGEST 
COMPANY OF ITS KIND 
IN THE WORLD 
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LAN NIVE 





ISINFECTING 
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“Look! It soaks up grease just like a sponge.” 


\N-O-KLEEN removes 95% of all dirt and grime encountered in 


~ industry. 
Easily — and safely! 


I AN-O-KLEEN helps to protect the skin as it cleans. WEST — in 
< pioneering the development of “double action” industrial cleaners — 
was the first to impregnate beneficial amounts of free lanolin into a 


corn meal type hand cleaner. 


if AN-O-KLEEN is economical to use. It bulks greater than most other 
4 hand cleaners — therefore goes farther per pound. Yoo, the sturdy 
LAN-O-KLEEN dispenser rations just the right amount to do a 


thorough cleansing job. 


i O-KLEEN is one of a group of WEST products formulated for the 
4 prevention and control of industrial dermatitis. Workers’ hands are 
their most valuable tools. By helping to prevent dermatitis, you can help 


keep costs dow n by hee ping workers on the job at maximum ¢ fhic 1ency. 
A specially trained WEST representative will gladly tell you more 
about LAN-O-KLEEN and the other products used in the WEST 


Dermatitis Control Plan. Just write or call your local WEST office. 


+h ) FREE BOOKLET 


Use your business letterhead to request our 24 page booklet 
‘The Control of Dermatitis in Industry.” 


a. =, 
WEST DISINFECTING COMPANY ua 


Dept. 3, 42-16 West St. Long Island City 1, N. Y. 





Branches in Principal Cities ® In Canada: 5621-23 Casgrain Avenue, Montreal 
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demonstration that 


FP \uere’s an electrical safety 
really goes off with a “bang” 


at Ohio Power Com- 
pany in Canton, Ohio. 

The display can be built at a minimum expense and 
effort by any safety engineer. Using spare parts, scrap 
equipment—and a good deal of ingenuity—two en- 
gineers at Ohio Power built the unit for only $150. 

\s an audience eye-catcher, the model electrical 
unit employs neon gas-filled figures (about five inches 
high) that light up when they come in contact with an 
electrical conductor. Also represented in the display 
are cranes, automobiles, trucks, a house (complete 
with television antenna), and a kite. Using these 
miniatures, the instructor teaches a fundamental of 
electricity—that current always seeks the shortest and 
easiest path to the ground, Viewers are dramatically 
shown what occurs when this path happens to be the 
human body. 

A simple mouse-trap device, which sets off a pistol 


“We try to put some life 


¥ 
* 
A% 
SS e  « 
4 ~ a 
\) 


7 


ANY<SHOWS HOW TO 


a 


cap during the opening moments of the demonstration, 
provides the demonstration’s “bang.” The sudden noise 
represents a substation fuse being blown as the result 
of a short circuit caused by an improperly thrown 
switch, The noise serves a secondary purpose: it tells 
the members of the audience that the fun’s just begun 
and that they'd better pay strict attention to the inter- 
esting talk ahead. 


Display uses 7,500 volts 


As pointed out by E. B. “Gene” Bell, assistant safety 
director of the utility and one of the developers of the 
miniature power unit, “safety discussions are often 
dull, dry affairs. We try to put some life into our 
meetings to help get the message across.” 


This particular message—on the dangers of mis- 


into our meetings to help 


get the message across” 
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handling electricity—has been put across to more than all the dangers which exist in the use of electricity 
14,000 persons. The model power display, which op- are due to misuse, misapplication, or misunderstand 
erates at 7.500 volts, has been used at both public and ine of the behavior of electricity. 
employee meetings. The program has proved so inte 
esting that two more portable display units were built 
since the first one went into operation late in 1954. s, ew 
“We'll offer the demonstration to anyone in out Bang!" goes the cap 
service area who will listen to us.” says Bell. 
In opening the demonstration, Bell (or one of the Even highly-trained workmen make mistakes, 
other trained instructors) points out that practically instructor notes, This remark sets the stage for 


This Unit Was Built for $150 


Solenoid 
2 Pole Minioture | 
; Slip joints to 
sap arew air brake connect conductors 


switch switches in the two sections 


simulotes 
0.08. __ we of the mode! 
>) yr 


bee js : 4 ” 


~ 2m — & Neon sign tronst : 
_ ~FKsz— Neon figure 120 V/750V 
+ | eae if 


| —_ 2 AS SL | t a I I z nos 


- 7. PA 
—~ Bases of modelZ 























peieinsind of materials end as sonic al cia 

is needed to build a miniature pc if the miniature ho 
similar to the one used i owe power lines, the antenna carries current to a 
Company for safe >monstra flashbulb mounted within the house. The bulb 
and the instruc 

The six-f na disple ‘Kk vith a r's p f 


painted landscape background quilt on + broken telev 


olf-comoedl of 
approximate scale of 3 
portable unit | 
boxes, each measuring 18 x 18 . the electrical repair 
back and bottom of » display serve as side Glenn Whitis, neede 
and bottom of the carryir 4S¢ figures were made 
cost of $10 apiece 

Wiring of the disp init is shown in the ac- onnects to an eiectricé nductor. An electrode 

companying diagram. 2 pper i in the leg connect ground by contacting 


used. Poles are of 5-inch Jen dowel rods. nails which protrude throt he base of the 


The television antenna mposed of weldinc jisplay unit. @ ®@ 
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first demonstration—and for the mousetrap-pistol cap 
device. The instructor explains that incoming voltage 
for the display has been stepped up from 120 volts to 
7,900 volts through a neon light transformer housed 
in the enclosed substation, Next, he tells the audience 
that he is going to demonstrate the effects of opening 
an air break switch over an energized circuit. 

As the switch is thrown, a bright are flashes and the 
pistol cap produces a loud report, representing the 
short circuit, The audience perks up, and the instructo1 
shows the correct method for operating the air break 
by first opening an oil circuit breaker, also built into 
the unit, 

The circuit breaker demonstration is the only semi- 
technical portion of the show. Bell makes it interesting 
to the layman by explaining that the air circuit breaker 
is similar in operation to the ordinary light switch in 
the home. 


Comments are stimulating 


Having gained the attention of the audience, Bell 
moves into situations which have more direct applica- 
tion to normal layman use—and misuse—of electricity. 
His comments on these situations are generally lively 
and stimulating. For example: 

® The miniature car crashes into a utility pole, 
allowing one of the conducting wires to fall across the 
car. “All metal parts of the car are now energized at 
7,500 volts, The occupants are in no danger as long 
as they stay in the car. Often you, as a good Samaritan, 
might be tempted to help an injured person out of 
the car, The instant you touch the automobile, you 
hecome an electrical path to ground, Watch our friend 
zlow.” When the neon-filled figure is moved against 
the car, it lights, illustrating the path of electri 
current, 

® The boom of a crane is positioned to come in con- 
tact with the overhead wires. When the neon figure 
touches the cab of the crane, it glows. “The same story, 
Our friend has completed an electrical path to ground.” 

® A kite is draped across the energized lines. When 
the figure makes contact with the kite string, it lights. 
“A damp or wet kite string is an excellent conductor. 
We think it’s better to lose a 25c kite than to lose your 
life.” 

© A metal ladder is allowed to contact an electrical 
source, The miniature figure completes the path to 
eround, “Two dangers exist here. If the ladder touches 
the wires, you complete the path to ground. If you 
touch the wires, the ladder completes the path, Even 
with poor contact conditions, a minor shock may 
cause you to fall from the ladder.” 

® The television antenna is made to fall across the 
power lines, (At this point, a photo flashbulb, mounted 
inside the model house, receives enough current to 
flash, thus illuminating the inside of the house. Again 
the audience is startled.) The tubed “friend” is moved 
into position, taking the part of the amateur repair- 
man attempting to extricate the antenna from the lines. 


Continued on page 72 
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A NEON gas-filled figure lights when it touches an elec- 
trical conductor. E. B. Bell, one of the designers and 
builders of the Ohio Power Company unit, is conducting 
the demonstration. 














AN ARC crackles between the crane (the boom has 
struck a power line) and the little figure, which blooms 
instantly into brilliant light. It's the type of accident 
that happens often. 








for the first time 
FLEXIBLE, FULL FOREPART 


PROTECTION in regular, 
everyday LEHIGH 


. 


all ; 


— ‘Foorshields’ 


TRIPLE COVERAGE 
TRIPLE PROTECTION 
in over-lapped steel plates! 


STEEL over INSTEP 
(foam-padded against impact) 


STEEL over 
BALL-JOINT 


LOCKRIM 
STEEL 
TOE 


STOCK No. 1518 


HEAVY-DUTY NEOPRENE 


cord-on-end sole for 
the roughest kind of wear 
— resists skidding, too. 
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annually 8% of ALL body injuries! 


FULL INSTEP 
SHIELD hinged to 
shoe; buckles over 
lacing... cannot 


be removed. 


DEEP FOAM PADDING 
HERE cushions the foot 
against heavy impact. 


FOR YARD-GANGS 
TRACK WORKERS 
JUST ONE of the exciting TRUCKMEN 
new ideas in foot protection prierpmns 
CONSTRUCTION CREWS 
anybody ... everybody 


foleoyn Mm tem TA who handles 


heavy goods 
NATIONAL SAFETY CONGRESS 
Chicago 


you'll see at 


% Accident Facts, 1955 
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ELECTRICAL SAFETY 








LITTELL TLILEM SAFETY FEEDERS... 


SAVE MONEY ma ds “Our friend has done the very 
SAVE FINGERS safely feed blanks to Sim) thing we don't want you to do, He 


press from the safe has completed an electrical path to 


SAVE HANDS oy lll, the ground, Our friend is built so 
SAVE TIME Sinethine tamees | 35° | he will light when he completes 
. WITH dependable air operated a the circuit, His light goes out when 
safety units by Littell _ —_— the circuit is broken, but he can 
oe : be relighted later, If you get into 
AIR BLAST ’ 4 ewest such a Ai say your light 
fy \ may go out and stay out!” 

A F 
\\ VALVES... | NEP irrett UNIT 


SHEET LIFTERS.. 


_ | Actual incidents 
atact handle sheets of steel f= 


IF 4 (af \ _ 
» parts safely 1 glass, plywood, boxes, Zz These demonstrations and others 
| 


; = cabinets, etc. Safely — ; 
with each stroke of “@ J are related as closely as possible 
the press—BY AIR! S Save those Insurance Premiums. ‘ ‘ 

to actual accidents which have 
Save those hands & . . , 
occurred recently in the immediate 
area, This technique provides local 
interest, and reminds the listeners 
that such accidents are fact, not 
Write for FREE Catolog »» fiction. Bell keeps a file of elec- 


trical accident stories clipped 


AIR DIVISION 


‘4171 RAVENSWOOD AVENUE iia fy ’m various newspapers through- 
CHICAGO 13, ILLINOIS ; soil rs : gz 
} District Offices: DETROIT and CLEVELAND out the region his firm = serves. 


Many of the clippings are sent to 





him by persons who have already 
seen the demonstration, The letters 


and comments that accompany the 
WHY ahd 4 A TRAFFIC clippings attest to the effectiveness 
ACCIDENT IN YOUR PLANT? : Meee agri Bell is careful 
to point out that, although high 


voltage has been utilized for the 
demonstration. low voltage can be 











just as dangerous. He reminds his 
listeners that the extent of elec- 
trical shock varies with the follow- 
ing factors: 
1. Voltage of the current. 
Type of current, AC being 
more dangerous, generally speak- 





KLEAR-VU SAFETY MIRRORS are the answer to the dangerous blind ing, 
corner problem in your plant or warehouse. They are also adaptable for outdoor 3 


3. Resistance of the body. Wet 
use in your parking lot, loading dock area or other points where traffic converges. skin and breaks in the skin lower 


Mounted at cross aisle intersections, entrances and exits at a height of 8 to the resistance of the body. 


F oO > curre oue 
10 feet, Klear-Vu Safety Mirrors clearly reflect oncoming intersection traffic to Perm = 1" anges a 
the body. The more vital organs 





both power truck operators and pedes- 
Style No. Dimensions rib ° P passed through by the current, the 
Circular Convex Glass 120 12” dia trians. : 
Circular Convex Glass 180 18” dia. ereater is the chance of death. 
Circular Convex Glass 240 24” dia . . ss 5. A t of curre fa 
Circular Convex Glass 300M.R.* 30” dia Available in either convex or flat 3. Amount of current (amper- 
Circular Convex Glass 360M.R.* 36” is ve accing . ‘ > 
Flat Gloss Rectangular 918 x18” glass styles, the mirrors are easily in- age) passing through the body. 
- ” D atin < > ‘20% < m 1 
Flat Glass Rectangular 1640 = 16x24 stalled and quickly adjustable to any Ratio of voltage to resistance is 


*M.R. indicates metal rim. desired angle. the key here. 





Length of time the body stays 


Toe co Write f in contact with the current, 
e ° rite tor +h 


Health of the person gettiny 
540 N. MICHIGAN AVE., CHICAGO 11, ILL. Bulletin. the jolt, 
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LET’S FACE IT/ 


only the 














BEST 


is good enough! 





ye 


A bold statement? Certainly, and here's why we make it. 
Sawyer has pioneered the industry for more than 100 
years in all phases of research, materials, equipment and 
manufacturing processes. Our Frog Brand clothing is made 
from highest quality base fabrics. No manufacturer 
subjects fabrics and raw materials to more exhaustive 
tests, both chemically and physically, than Sawyer! 
“Saturation Coating’? . ‘Multiple Coating”? . . 
“Penetration Coating’ ? — call it what you will, its develop- 
ment was a Sawyer “first”! Double interlocked sewn 
seams, non-corrosive fastenings, clothing that won't bulk, 
clothing that is full cut for comfort — these and many 
more are the result of our exceptional “know how”’. 
What does this all add up to? . . . just this — Sawyer 
Neoprene Latex clothing for the protection of your 
personnel is 


@ guaranteed not to peel, blister or crack!* 

@ guaranteed not to leak or come apart!* 

@ tough! — yet light in weight! 

@ more pliable, more flexible — easier to work 

in! 

more resistant to chemicals, alkalies, ter- 

peratures, oils, greases, solvents, abrasion, 

etc.! 

@ easier to dry clean, laundér or clean in petro- 
leum solvent! 

@ designed with every feature necessary to 
guarantee more efficient, more durable, more 
economical wear! 


*in ordinary usage. 


Industrial Suits 
Industrial Coats 


Lineman’s Suits Sleeves 
Hip Leggings Hats 
Fisherman’s Suits Spats 
Butcher's Cuffs Aprons 


Coveralls*Hoods 
Miner's Suits 





PROTECTIVE CLOTHING 





FROG BRAND : 
for the best protection you. cary 
tha oul egprovt ve A ys 


Xe, 


eo 


“BE SAFE + BE SURE - BUY SAWYER” 


The H. M. SAWYER & SON Company 


A Division of Sawyer-Tower, Inc. 


Specialists in Protective Clothing for more than a 


CAMBRIDGE 41, MASS. 


century 
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WRITE FOR YOUR DISTRIBUTOR'S 
NAME AND OUR COMPLETE 
CATALOG OF HEAD AND EYE 
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COMPLETE COMFORT—Light-weight, roomy, adjustable, cushioned 


ABSOLUTE SAFETY —against sparks, flash, dangerous rays. Federal 
headgear; spring pivot for easy raising and lowering. 


Specification Plates. 
complete line of Dockson Products to give you fast service and 


YOUR DOCKSON DISTRIBUTOR, a selected specialist, stocks a 
personal attention. We back our distributors 100%. 
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ELECTRICAL SAFETY 
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Using figures from tests con 
ducted by Edison Electric Insti 
tute, Bell warns that contact with 
an electrical circuit at anythine 
above 20 volts can be dangerous 

even fatal depending on the 
conditions, 

\ special chart has been pre- 
pared to spell out the effects of 
various current values. This chart 
shows that .0O1 ampere of elec- 
trical current produces a tingling 
sensation in a_ stage termed. 
“Threshold of Perception.” The 
next stage. known as “Let-Go Cur- 
rent,” developed by .O15 ampere 
causes heat, pain, and muscle con 
traction in the human body. Ven- 
tricular fibrillation (quivering of 
the heart valves) is likely to be in- 
duced by currents ranging from .1 
to 25 amperes, 


Display successful 


Bell has been pleased by the re 
sults of the discussions and demon- 
strations, Within his own com- 
pany, the exhibit has produced an 
awareness particularly among 
the non-technical workers—of the 
dangers of misusing electricity. It 
should be pointed out that among 
the 724 injuries to company per- 
sonnel during 1955, only 15, o1 
slightly over 2%. were caused by 
electric shock or burn, 

The demonstration has also 
proved to be a splendid public re- 
lations effort, Shown throughout 
Ohio Power Company’s area, it 
has reminded subscribers that the 
firm is eager to remove electrical 
hazards in cases of emergency. 

\ third, unmeasured, effect is 
the suspected reduction of electric 
shock accidents in the general 
area, The power display, with all 
its gadgets, has perhaps proved to 
be the “better mousetrap” in safety 
sales demonstrations. @ ¢ 





Use pages 145-156 as your 
guide to National Safety 
Congress exhibits 











Daylon 


safety ladders 


approved and 
labeled by 


Underwriters’ laboratories 


The accepted standard for ladders, 
are built of selected, tested, k 


Daytons 
n-dried Sitka 
Spruce. Designed to latest specifications of the 
American Standards Association Safety Code. 


DAYTON Fig. 200 


A well constructed a 

step ladder built for heavy indus- 

trial use to stand maximum abuse 

Can be supplied with fully rodded 

back for extremely heavy-duty jobs. 
rack optional. All hardware zinc-plated. 
4' to 16’ 


DAYTON Fig. 102 


A strong ladder for general indus- 
trial use. Side rails are 15," x 
23%" (rails available 134” x 3! 
if desired). 


4 


DAYTON Type-ti 
” 


An extremely rugged ladder, de- 

” signed and built to meet demand 

for a platform ladder with millwright back 

construction. Tool shelf on top. Ladder shoes 

standard equipment. Folds absolutely flat for 

easy storage. Features include pinch-proof 

spreaders, corrosion-resistant zinc hardware, 

slip-proof treads. Sizes 4’ to 16’ to platform. 
For FREE literature write Dept. F. 


safety 
ladder co. 


2339 Gilbert Ave., Cincinnati, Ohio 
{fn Canada—SAFETY SUPPLY CO., TORONTO 
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What you must know 
to identify harmful NOISE 


a 


HOW INTENSE IS IT? 


(sound pressure level) 


If you are with noise, 
here’s a four-point question outline 
that will help you find the answer to 


Do 


concerned 


the big question you have a 
noise problem? 

HOW INTENSE IS IT? This in- 
formation, which is a measure of the 
sound pressure level, is read from a 
sound level meter in decibels. Such a 
measurement is simply the relation- 
ship between a reference value, equiv- 
alent to approximately the least sound 
that can be heard, and the noise 
measured. Unfortunately, no accepted 
standards have been set on maximum 
safe levels. Some references state the 
maximum at 85 decibels; other sources 
claim 90 decibels, but such limits 
must be qualified by the other di- 
mensions of exposure. However, 
sound level meter readings quickly 
point to danger areas that require 
nore complete investigation. 

WHAT IS THE FREQUENCY? 


The answer to this one is important 


M-S-A ® EARSAVER— 
Peaked-cap assembly for 
continuous exposure to rel- 
atively high level noise. 
Also available—head-set 
suspension type for easy 
put-on, take-off. 


Call the M-S-A man on your every safety problem 


.. «his job is to help you. 


( 


WHAT 
FREQUENCY? 


/ 


if s-per-second ) 


oO) 


IS THI HOW LONG 


because certain frequencies cause 
more damage than others. For in- 
stance, investigations show that the 
ear iS most sensitive in the 2000 to 
4000 cycle-per-second region—a fact 
partly due to the particularly high 
transmission efficiency of the ear in 
this region. Instrument readings give 
you a complete frequency pattern 
analysis of your operation 

HOW LONG IS THE WORKER 
EXPOSED? This consideration ts all- 
important. An area where the noise 
level is not a hazard for a short 
period of time, can be harmful if the 
worker is exposed for long periods 
tis essential to know the noise levels, 
and exposure time to 
fully appraise the environment. Fur- 
thermore, it is important to know if 
the exposure is continuous or inter- 
mittent. From this you see that for- 
mulating any noise damage risk 
criteria must involve careful 
mination of exposure time. 


frequencies 


deter- 


M-S-A® EAR DEFEND- 
ERS—nsert type. Provide 
effective closure of ear 


canal. Three sizes assure 


easy fit, wearing comfort. 


IS THE 
WORKER EXPOSED? 


(duration) 


AN a7 a 
*. 79.) 
sf 7 


WHO IS THE PERSON 
INVOLVED? 


(susceptibility) 


WHO IS THE PERSON IN- 
VOLVED? There are, of course, wide 
variations in individual susceptibility 
to noise damage. At present, the 
most successful way to record this 
information seems to be complete 
and frequent audiometric examina- 
tions. Case histories spell out the 
importance of this type of check-up. 
It has been found, for example, that 
while one worker’s hearing was com- 
pletely normal after an exposure, the 
man beside him, equally exposed, 
required transfer to a less noisy loca- 
tion to avoid damage to hearing. 


This outline of questions on noise 
underscores only the most basic as- 
pects. If you would like answers to 
your specific noise problems, there’s 
an MSA representative ready and 
waiting to serve you. 

Free booklet, Noise Questions and 
inswers, available—includes practical in- 
formation that’s easy to understand— 
write for your copy today. 


M-S-A® SOUNDSCOPE 
—FPrecision, self-contained 
instrument that combines 
functions of sound level 
meter, octave band, nar- 
row band analyzer and 
field calibrator. Portable. 


MINE SAFETY APPLIANCES COMPANY 
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, 201 North Braddock Avenue, Pittsburgh 8, Pa. 
At your Service: 76 Branch Offices in the United States 


MINE SAFETY APPLIANCES CO. OF CANADA, LTD. 
Toronto, Montreal, Calgary, Edmonton, Winnipeg, Vancouver, Sydney, N.S 
Representatives in Principal Cities in Mexico, Central and South America 
Cable Address: "MINSAF" Pittsburgh 
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WHAT YOU CAN DO TO SI[P 


ea to the California Department of Indus- 
trial Relations, almost 250 lost-time injuries oc- 
curred in the state during 1954 as a result of working 
with chain saws alone. ((See Figure 1.) 

Of 1,001 circular saw accidents studied by the United 
States Department of Labor, 567—well over half 
occurred when state safety codes were being violated. 
Hazardous working conditions involved in these acci- 
dents ranged from lack of goggles to lack of effective 
saw guards. As a matter of fact, almost 90% of the 
accidents were due to “inadequate guarding of the 
circular saw itself.” (See Figures 2 and 3.) 

More than 20% of the saw accidents studied by the 
Department of Labor resulted in amputations. Those 
were expensive injuries for employers, insurance car- 
riers, and employees alike; and they brought about the 
loss to industry of a good many highly trained workers. 


Kickbacks to biame 


Kickbacks are responsible for a high proportion of 
saw accident injuries. In California, for example, at 
least three out of 10 chain saw accidents in 1954 were 
due to kickbacks. Generally the worker was hit by 


the saw frame or blade. was thrown to the ground, o1 
was hurled into some object. 

The California Logging and Sawmill Safety Orders 
(Section 5239) outline, among others, these precau- 
tions for chain saw operation: 

1. All power saws should be equipped with 
dead-man grip. 

2. Power saw motors must be stopped while the 
saws are being moved. 

3. Every chain saw must have the idler end of the 
bar guarded when it is being operated with a man at 
the idler end. 

L. Power saws must be equipped with clutches in 
good condition. 

5. Blocks must be fitted with line guards. and bear- 
ing and yoke pins of blocks must be securely fastened. 

6. Exhausts from gasoline motors must be directed 
away from saw operators. 

To these rules, the State of Washington Safets 
Standards for Logging Operations (Order Q-25) add 
this note: “Power saw motor shall be shut off and warn- 
ing signal given and answer at knowledged before hack 
cut is started.” 

Washington also requires that “power portable cir- 
cular saws shall not be used for falling and bucking 
unless adequately guarded.” 

That leads right into the problem of protecting saw 
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SSCHSHSSHSESESSOSESSSESSEEESEESSE CEE SEES 


GUARDS COME 


in many forms 


SHOCHHSSSOSSSHSSSSSECHESSSSESSSESEESESES 


Brett-Guara © 
EVEN DADOING may be safely guarded with a 
new-type saw guard made of clear Plexiglas 
plastic. The guard is designed to protect the 
operator during all common circular saw opera- 
tions. 


SAW ACCIDENTS 


operators in industrial plants, where circular saws are 
used for cutting everything from lumber to metal and 
plastic. 


COMPLETE visibility is provided by this type of 
saw guard, developed only recently. It's made 
with dual anti-kickbacks, and protects the oper- 
ator during crosscutting, ripping, dadoing, and 
grooving work. 


Even death has struck 


PT VTTITITICII LILI III iit 


Even death has struck those who handled circular 
saws improperly. 

At the 15th Air Force Base. March Field, California, 
a saw operator with 30 years of experience on wood- 
working machinery sneered at the idea that saw blades 
could break: “In all my life. Uve never seen a saw 
blade break.” 

He removed the guard from the saw he used. The 
hlade broke, 

\-ray examination at a hospital finally disclosed that 
one of three pieces of the broken blade had driven 
through the man’s skull. leaving behind a cut so small 
that the first aid nurse had merely covered it with a 
Band-Aid. 

The man died three hours after the accident. 

J. E. Green, safety engineer for White Motor Com- 
pany, Cleveland, Ohio, twice has circulated that story 
among plant supervisors. The second time—last fall 


SPREADERS like the one shown here are required 
by many states to protect operators of circular 
saws. 
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FIGURE 1. This analysis of causes of 
nearly 250 disabling injuries resulting 
from accidents with chain saws comes 
from the California Department of In- 
dustrial Relations. 


FIGURE 2. Of 1,001 circular saw acci- 
dents studied by the United States 
Department of Labor, more than half 
involved violation of state safety 
codes. 


FIGURE 3. At least 98°% of all cir- 
cular saw accidents, judging from the 
sample cases studied by the United 
States Department of Labor, are at 
least partly caused by hazardous work- 
ing conditions—inadequate guards, for 
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he accompanied his bulletin with these rules for cir- 
cular saw safety: 

> Before starting the saw, make sure that all guard- 
ire in place and operative. 

> When ripping, be sure anti-kickback dogs are 
working. Avoid kickbacks by standing at one side of 


the saw, not in line with it. (This failure to stand aside 


is responsible for a great many kickback accidents.) 


> Keep a firm grip on the work, and keep the 


hands out of the line of the cut. 

> Use a push stick whenever it’s necessary to push 
narrow pieces through between the saw and the guide. 

Pm Don’t “crowd” a saw or put your weight against 
the work. 

> Keep the saw table clear of scrap material. Use 
a brush for clearing the table, not the hands. 

> Use only saw blades that are properly sharpened 
and set and that run straight and smoothly. 

> Keep the floor clean to avoid slips 


J On an average, says the 


<P 
a 


Department of Labor, every 


disabling injury caused by 
a circular saw accident means 
380 days lost time 


> Don’t leave a saw until it has stopped moving. 
> Don’t use a rip saw for crosscutting 


Boring holes is dangerous 


Despite the fact that some safety regulations—and 
even some insurance companies—go along with the 
notion that it’s safe to stop saw blade cracks by careful 
boring of holes at the ends of the cracks, experience 
has indicated it’s a dangerous practice. A hole weakens 
the blade further, and eventually the blade is likely to 
fly to pieces. 

At White Motor Company, saw blades are tested reg- 
ularly with magnaflux apparatus. Blades with cracks 
aren’t bored and put back in service: they’re discarded. 
These same practices were adopted at March Field, af- 
ter the fatal accident already mentioned. 
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HOW NOT to do it. The grilled 
guard, now tipped upward, actually 
should be swung down to its hori- 
zontal position whenever the saw is 
operating, so that it will cover the 
outfeed end of the chain and pre- 
vent the off-bearer from being 
caught. 


The Mattison Machine 
the obvious: that 


Works, Rockford, 


hand-feeding a 


Illinois. 
says rip saw is 
a dangerous operation. The company, which manu- 
factures power saws, recommends for any rip saw a 
fence which extends well back of the saw blade. That 
protects the saw operator against kickback, because the 
fence furnishes a guide to keep material traveling in 
a straight line until it is away from the blade. 

Short material, Mattison has found, is particularl) 
dangerous in causing kickbacks. It should be thrust 
past the running saw blade as soon as it is pushed be- 
tween the blade and the fence of any hand-feed ma- 
chine. Otherwise, vibration may work it around into 
contact with the rear teeth of the blade 


rial will be 


and the mate- 
picked up and thrown with tremendous 
for¢ eS. 


Many 


have allowed pieces of material to slip from their fingers 


green saw operators, Mattison points out, 
and drop on top of running blades while they were 
trying to lift the material over—and have been seriousl\ 
injured as a result. Correct guarding of the blade, of 
course, prevents this from happening. 

Some straight-line rip saws come equipped with 
six pairs of pressure rolls that operate on ball bearings. 
The rolls are spaced so that material as short as 74 
inches can be controlled under two of them, and 
material as short as 13 inches can be continuously en- 
gaged by three rolls. It’s an effective method to reduce 
kickback accidents and injuries. 

The Industrial Indemnity Company, in a recent safety 
bulletin to its policyholders, told of a clean-up man 
who sustained a bad hand injury because the bottom of 
the circular saw blade had been left unguarded. 

The man was sweeping sawdust from beneath the 
bed of the saw. He reached under the table, and his 
hand struck the lower part of the blade. 

“A saw guard had been provided for the operator 
of the saw,” 
the under-table section had been overlooked. A saw 
is not complete'y protected until the lower part of the 
table has been screened in, or the lower run of the saw 
blade en losed.” 


the insurance bulletin commented, “but 


At least 13 different jobs can be done with circular 
saws: mitering, crosscutting, compound mitering, rip- 
ping, tenoning, dadoing, feathering, diagonal sawing, 








template cutting, drop sawing, plowing, and tongueing. 
Ordinarily, guarding the last nine of these operations 
has been practically impossible. 

\ new type of saw guard, however, provides full pro- 
tection for all 13 of the common circular saw jobs. It 
includes a kickback plate, and can be used as an 
overriding fence for angular work. The guard permits 
full visibility of material being cut, and may be ad- 
justed to any of three different positions by the flick 
of a control knob. 


Band saws have special dangers 


Band saws, too, present special hazards. Keene 
Stroble, safety engineer and head filer for Weyer- 
haeuser Timber Company, Everett, Washington, told 
the Governor’s Seventh Industrial Safety Conference at 
Olympia this year that “all band saws are running 
against the possibility of breaking.” 

Stroble went on: 

“They are nothing but a band of steel with notches 
on one or both edges. These notches tend to create 
thinner portions in the blade which are apt to start 
cracking. When the saw does crack, it spins around the 
wheel, flexing more and more until eventually the 
crack makes a break which will send the saw flying 
off the mill. 

“No band saw should run on wheels continuously 
for more than four hours, whether it is cutting anything 


or not. In four hours’ time, it should be taken off and 
examined. 

“If a saw is put into operation and tends to run very 
steadily on the wheels and not go back and forth, but 
after running for awhile does begin to oscillate, it is 
fair to assume that perhaps it has cracked. It should 
be stopped and examined, If it is cracked, it should be 
removed from the wheel.” 

The General Orders on Safety issued by the Wis- 
consin Industrial Commission are less detailed regard- 
ing band saws than the rules of some other states, but 
still provide safety men with a worth-while guide for 
use where no specific regulations are in force: 

“All portions of the saw blade shall be enclosed 
or guarded, except that portion of the blade between 
the guide rolls and the table. Band saw wheels shall be 
fully enclosed. 

“The outside periphery of the enclosure shall be 
solid. The front and back of the band wheels shall be 
either enclosed by solid material or by wire mesh ot 
perforated metal. Such mesh or perforated metal shall 
be not less than 0.037 inch (U. 5. Gage No. 20) and 
the openings shall be not greater than *Q inch. Solid 
material used for this purpose shall be of an equivalent 
strength and firmness. The guard for the portion of 
the blade between the sliding guide and the upper saw 
wheel guard shall enclose the saw blade or protect the 
saw at the front and both sides. This portion of the 
guard shall be self-adjusting to raise and lower with 
the guide. The upper wheel guard shall be made to con- 
form to the travel of the saw on the wheel.” * * 





A Disabling Injury... but 


Stopped Before It 


Happened 


J. E. Green (left), safety engineer 
for White Motor Company, Cleve- 
land, examines a saw blade that 
bound in the process of cutting an 
expansion slot in an engine piston. 
The blade broke, and one of the 
teeth hit Oleh Tarnawsky (right) 
on the left lens of his safety gog- 
gles. "There is no doubt," Green 
declared after the accident, ‘that 
the eye protection he was wearing 
not only saved Tarnawsky's eye, 
but saved him from further injury 
as well.” 
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NONRAVEL PAD 


For safety, comfort, good appearance. 
There are no gauze crushings or loose 
threads in the wound area as a source of 
latent infection. No unsightly, annoying 
threads to stick out from under the tape. 
Looks neat, stays neat! One of the many 
features of the MSco “Long John” family. 


presenting the MSco family of extra-long 
adhesive bandages for Men of Industry 


BY 27 fot. 


1-INCH ADHESIVE BANDAGES 


Here’s a longer adhesive bandage that’s designed especially 


for Men of Industry. It’s the greatest improvement in industrial 
first aid since the introduction of the Unit System itself. 
The first and on/y adhesive bandage made a full 3% inches 
in length to fit men who work with their hands and have 
muscular, well-developed fingers and knuckles that 
require a longer adhesive tape than 
ordinary bandages provide. This extra 
length plus many other outstanding 
features are reasons why MSco 


“Long John” is by far your best buy! 


OFF-CENTER OPENING LARGE SIX-LAVER 


Eliminates danger of contamination when 
applying the bandage. The protective 
covering opens off-center, away from pad, 
and turned-back tabs keep soiled fingers 
from touching the sterilized pad. In addi- 
tion, the turned-back tabs make it possible 
to remove the covering easily and quickly. 


ALL-GAUZE PAD 


For better absorption, plus ample air cir- 
culation. All six layers of the pad are a full 
Ye” x 1Ye"—the largest pad available. 
And it is all gauze—no cotton filler to mat 
or swell and cut down the circulation of air 
or cause the bandage to bind. 


extra-length plastic adhesive bandage 


Longest on the market... plus all the other features of the Long John family 


The longest made. Fits all the way around and overlaps big fingers, knuckles, 
thumbs of industrial workmen. Provides a generous % inch or more of overlap on 
most men’s fingers to stay secure prevents curling up at corners or peeling up 
at ends when hands get sweaty or oily while working. Meets the needs of worke? 

. gives the right kind of first aid for the greatest number of industrial injuries. 
(According to the U. S. Department of Labor, nearly three-fourths of compensable 
injuries involve the thumb and first or second fingers of the work hand.) The 
“Long John” is more flexible, especially on knuckles. Can be worn longer with 
greater comfort. No more binding . . . prevents constriction. 


MSco 1t-inch Long John Adhesive Bandages available in these units: 


100A—1” Adhesive Bandage, Plain or Mercurochrome, 16 per unit. $17 per 100 units. 
100AW— 1” Adhesive Bandage, Waterproof, Plain or Mercurochrome, 16 per unit. $17 per 100 units. 
100AC—1” Adhesive Bandage, Plastic, 16 per unit. $25 per 100 units. 


Write for samples 


Medical Supply Company 


ROCKFORD, ILLINOIS * IN CANADA, IT’S SAFETY SUPPLY COMPANY 


Circle No. 53 on reader service card for more information 
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McDonald Products 
Safety Desiqne ...with comfort in mind 








> a 
THE NEW 
McDONALD SAFE-T-CAP 
Companion to Safe-T-Hat—same rugged pro- | McDONALD 


tection. Beaded brim guards against side ZERO HOODS 
impact. Weighs only 9 oz. 


Head and ear style, or full head-neck-ear pro- 
tection from bitterest cold. Med. or Ig. size. 





SEE THESE 


approved \ at 
by the 

U. S. Bureau 
of Mines 


approved 
by the 
Vale mole i mmeotelaal oil -a¢—minal— U. S. Bureau 


BOOTH 61-62 of Mines 


THE NEW ey F-bakelat-Uit~y-i-3 6am Otol altel a-1-t— 


McDONALD 
Compact, lightweight protection against 


exposure to light concentrations of organic 2 A new, improved electrostatic respirator with 
vapors, acid gases, ammonia or metallic e } comfortable formable face piece. Protects 
mercury vapors, with four interchangeable é ¥ 2 against dusts and mists, does not interfere 
cartridges for each hazard. A winner among i with vision or working freedom. Weighs 3 07z.! 
workmen—weight only 6 0z.! 








McDONALD 
RIALTO SAFETY LADDER SHOE 





manufacturers and distributors of 5721 West 96th Street, Los Angeles 45 


industrial equipment 1255 Howard Street, San Francisco 3 


BR. F M c p 0 NALD CO. 3745 Greenbriar Drive, Houston 6 


Circle No. 54 on reader service card for mere information 
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ISASTER STREET meets Survival Avenue at Olney. 
Maryland. site of the Federal Civil Detense 
Administration Rescue Instructor School. Here, in 


half-gutted buildings and under conditions closely 


resembling those of both wartime and _ peacetime 


emergencies, trainees learn the principles of d‘sastet 


control and rescue operations. It’s a government- 
sponsored school and training ground, but it’s open 
to key people from all industry. 

For the most part, practical, realistic activity is 
substituted for classroom lectures as students learn the 
three phases of rescue: access, casualty handling, ex- 
trication. Training moves all the way from first aid 
methods to the best ways to breach a wall. 


Bargain rates available 


The training comes at bargain rates, too. There 
are no tuition costs, no book fees. Other than the cost 
of transportation to Washington, D. C. (the school is 
about 20 miles away), the only expense is $5.00 a 
day, which covers room and board. Free transportation 
from Washington to the school is provided, 

Three courses are offered. The rescue instructor 
course provides two weeks of comprehensive practical 
training in rescue procedures, In addition, there are 
the light duty instructor course, which lasts one week, 
and a one-week advanced rescue course which is open 
to graduates of the two-week course. 

New two-week rescue instructor courses and one- 
week light duty instructor courses are started each 
month. Two advanced rescue courses, one women’s 
light duty course, and one operations course are taught 
1957.”’) 


Instruction in the two-week course is divided into 


each vear. (See “Schedule of Courses 


two phases. The first is designed primarily to teach 
rescue techniques and the use of rescue tools and 
equipment. The second is devoted to actual rescue 
work through team operations, Students learn how to 
fight fires, scale walls, tunnel under debris in search 
of victims, evacuate half-destroyed buildings, check for 
radiation and gas hazards, use gas masks, transport 
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casualties, use ladders and lifting devices, and perform 
countless other operations connected with disaster 
control. 


“Calamity Jane" used always 


Light duty rescue instruction includes rescue meth- 
ods, the use of rescue tools and equipment, familiariza- 
tion with radiation testing equipment, rescue squad 
organization, methods of instruction, and actual train- 





o- 
ws 








“If disaster should strike your home or 
industry in the form of war or natural 
disaster, you would be faced immedi- 
ately with a chaotic condition. The 
degree and speed of recovery would be 
directly proportional te the extent of 
your preparedness, I invite you to parti- 
cipate personally in civil defense train- 
ing to prepare yourself as a _ rescue 
worker, This will enable you to accept 
and carry out your share in the re- 
sponsibility of civil defense operations.” 
Val Peterson, Administrator 

Federal Civil Defense Administration 











ing ground work under simulated disaster conditions. 

The advanced course provides a week of intensive 
application of new and additional rescue practices, 
tools, and equipment—developed as a result of prac- 
tical research at Olney. Emphasis in this course is 
placed on better means of communication and greater 
mobility, and on the proper use of radiological moni- 
toring instruments. 

In all courses, trainees work with “Calamity 
Jane,” a completely stocked emergency vehicle de- 
signed specifically for rescue service operations. The 
wide assortment of tools and equipment is stored in 
the truck according to operational use. Students learn 
how to equip an emergency vehicle, and how to select 
and apply the correct tool during emergencies, 


Learn how to teach 


In addition to learning rescue fundamentals, stu- 
dents find out how to teach disaster control lessons 
to others, so that when they return to their home plants 
they can pass on their training. To help them in this 
part of the training, students are given the opportunity 
to lead squads into damaged areas and to direct the 
squads’ activities in the removal of casualties. 

Safety directors and workers alike have been en- 
thusiastic about the training at Olney. As accurately 
as possible, the school has simulated disaster condi- 
tions. Trainees appreciate the practical experience 
they have received; safety directors like the idea that 
students are taught to be instructors, to organize com- 
plete disaster control teams within their own plants. 

Top-flight men are in charge of the school. Thomas 
P. Priolo, a graduate of the rescue school at Taymouth 
Castle, Scotland, with 18 years’ experience in engi- 
neering, construction, and rescue, is director. Head of 
the school’s extension service is Gerald B. Horton, a 
graduate of the British Home Office Civil Defense 
General Course and of the British Civil] Defense Staff 
College; he has 20 years’ experience in industrial and 
military training. 
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EXPLOSION and wind-torn buildings like these line Dis- 
aster Street at the Olney, Maryland, Rescue Instructor 
School. Crews work their way into the half-gutted build- 
ings and get "victims" out safely. 


FIND the victim—get him out! That's the job of the 
rescue trainees at Olney. Here, they have tunnelled 
through debris to remove a partially buried man. 


Instructors include Joseph W. Schick (20 years’ 
experience with fire and rescue squads of the New 
York City Fire Department), Melvin E. McBride (15 
years’ experience in fire, rescue, and training pro- 
grams), and John H. Newlin (25 years’ experience in 
construction, training, and education). 

Continued on next page 
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DISASTER SCHOOL 


Continued from page 


SCHEDULE OF COURSES—1957 


Federal Civil Defense Rescue Instructor School 
Olney is the only rescue school Olney, Maryland 
operated by the federal govern- 
ment. Trainees have come from Licut Duty Heavy Dt ry" 
such distant points as Alaska and , January 14-18 +61 January 21-250 
some United Nations countries. February 4-8 #62—February 11-15 
Many of them have pronounced , February 25-March | #63—March 1-8 
Olney the finest school of its kind +. March 18-22 #+64—March 25-29 
hi thn weekd. : April 22-26 +65—April 29-May 3 
Most plant safety directors be- May 13-17 $00 May 20-24 
moan the lack of adequate training 32—June 3-7 cis June 10-14 
facilities. equipment, and instruc- +33—July 15-19 8—July 22-26 
tors. The courses that involve August 19-23 aa \ugust 26-30 
Disaster Street, Survival Avenue. 35—September 9-13 September 16-20 
and “Calamity Jane” may be the +: October 14-18— October 21-25 
solution to their problem. @ ¢ é December 2-6 © 2—December 9-13 





Women’s Licut Duty ADVANCED RESCUE 
s¢3 Sept. 30-Oct. 4 Y \pril B-12 
; November 4-8 





Firs? act... Seenxvomns (Maw) 
The first employers’ liability act August 5-9 

in the United States was passed 

by Alabama in 1885. New Jersey ‘Prerequisite: light duty course 

enacted, in 1911, what is now the Prerequisité light and heavy 

oldest workmen's compensation duty courses. 

act in the country. 
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FROM e ARC 
eFLASH WITH 
°SPARK _ 


RAY - FOIL 
THE PROTECTIVE HEAT CLOTH 


SPA-FLA the Portable Safety Welding Shield for on 
RAY-FOIL, the amazing protective cloth that 
permits personnel to work comfortably only 
Here is a lightweight portable welding shield inches away from high industrial heat tempera- 
that is flexible for shaping around even the tures. Made up as shields, curtains and panels 
Easily installed for all plant maintenance work 
most out-of-the-way welding areas. Easily rolled NOW! RAY-FOIL FIRE SHIELD. ''Portable Fire- 
for carrying With its heavy reinforced corner Fighting Protection.'' Protection from high radi- 


the job protection 


. ant heat. Fight fires at close range 
rings, the Spa-Fla_ shield is easy handling on 


overhead jobs, can be stored easily ond can 


Send for Literature, 
Prices and Samples 


be lashed down os a windbreak 

NEW! SPA-FLA with RAY-TEX, the all-purpose 
Aluminum Coated Fabric, washable and resistant 
SAFETY WELDING SHIELD 


SPA-FLA SHIELD AS PART OF YOUR WELDING CART 


to most acids, alkalis and greases 


ry 


z aa ic ws he ‘last word nm complete weiding safety and portability + 
<4;|| ’ ’ ah >t) 1 ‘ SPA-FLA as part of your on-the-ob maintenance weiding cart 
~t Ca . . ‘ 
Ay il hi ndudtried— : 4 


St 


SPA-FLA is easily carried from (ob to job and shovid be made the 


cessory safety part of every maintenance welders equipment 


BOX 165-0, DUBUQUE, IOWA SEE OUR COMPLETE DISPLAY AT THE 
esi NATIONAL SAFETY CONGRESS—BOOTH NO. 195 
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*30,000 Gal. Fuel Tank at New Haven, Fire Dept. Training Grounds 


YOU BET ITIS... 


.. and Safe-T-meter /high-pressurized 


DRY CHEMICAL fire extinguishers, 


with longer range, can handle it! 


NATION-WIDE SALES AND SERVICE 


PRODUCTS CORPORATION 
ELMSFORD, NEW YORK 
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YOU NEED A... 


DUPOR No. 10 


Chemical Cartridge Respirator 


Nearest thing to a gas mask! 
Double filters guard against nuis- 
ance gases, smoke, chemical fumes. 
Available in Code “A” for inor- 
ganic gases; Code - for organic 
vapors; Code “AB” for inorganic 
and organic use. Supplied with 
Code “‘B” cartridges unless other- 
wise specified. Order sample 
— $5.00 postpaid. 


S. COVER, P. O. BOX 2508 
hilly Bend 14 Indiana 


“Respirators for Industry 
since 1894” 
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FLUORESCENT LAMP DISPOSALS 
Two Sizes This New !956 Model 


@ COPPER WATER TUBING 
(FURNISHED) 


Qi 





* New Improved Disposal Unit for burned out fluorescent lamps. 
* No handling broken glass. 
* Refuse deposited in barrel outside of building. 


Send for catalog 


LADUBY COMPANY, INC., BRANFORD, CONN. 








Lasy on the Fingers f 


for holding 


* STEEL STAMPS 
* CHISELS 
*% OTHER HAND TOOLS 


-» F «Luminum-Line” 
: it ADJUSTABLE 


HAND TOOL 
HOLDER 


Keep precious 

fingers safe from off-angle 

hammer blows. Just place the hand tool 
in the holder and hammer away—with 
greatest possible safety. Three sizes 
available for tools 14" to 114" square. 


Write for Catalog 100 


1057 CHATEAU STREET, PITTSBURGH 33, PA. 
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WHAT |S DIFFERENT 
_about q Magliner Dock Board? 


High-Volume, Lower-Cost Loading: Magliners get mere out 
of power trucks, floor trucks and other equipment . . 


. give you 
faster loading cycles . . 


. more loads moved in less time! 
Light, Strong, Safe: Made of magnesium for increased 
strength, greater safety to men, loads and equipment, easy one- 
man handling! 

Lower Dock Board Cost: Both in initial cost and over the 
long haul too! Initial cost savings range up to 70% —long run 
savings give even greater economy! 


Magliner dock boards are different! Find out how they can 


make a big difference in your 
WMagtiner) 


shipping-receiving costs! Write 
MAGNESIUM 


today for Bulletin DB-204. 
MAGLINE INC. JOCK BOARS =. 
P. ©. Box 910, Pinconning, Michigan ~ tae 


In Canada: Magline of Canada, Ltd., Renfrew, Ontar 
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FOR ACCURATE HEARING TESTS 
KOPPERS ISC AUDIOMETRIC ROOM 


In Plants - Hospitals - Dispensaries 


Designed in conjunction with leading audiometrists, 
Koppers Audiometric Testing Room provides a cool, 
noise-tight ‘‘Zone of Quiet”’ for reliable audiometric 
testing under all possible noise conditions. 


Complete Noise Protection. ‘“‘Soundmetal”’ panels, 
‘“‘Soundframe” windows and “Soundproof” door .. . 
all mounted on special vibration isolators . . . elim- 
inate noise leakage. 


Ample Testing Facilities. Koppers Audiometric 
Testing Room has 4 input jacks for instruments 
plus an external instrument shelf. 


ae 
KOPPERS 


Cool and Comfortable. 2 types of ventilation are 
available purged air ventilation when door is 
open and ‘“‘silent flow’’ continuous ventilation with 
centrifugal blower when door is closed. Lighting is 
cool and fluorescent. Outlet plug is rated at 110 AC. 


Communication. A two-way intercom system is 
available at an additional cost. 


Koppers Audiometric Room is readily assembled 
... portable and quickly relocated whenever desired. 
Three models are available or a Room can be custom- 
designed for your specific needs. For more infor- 
mation, write to: KOPPERS COMPANY, INC., Metal 
Products Division, Industrial Sound Control Dept., 
6110 Scott Street, Baltimore 3, Maryland. 


INDUSTRIAL 
SOUND CONTROL EQUIPMENT 


WwW Engineered Products Sold With Service 
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TWIN SAVINGS 
for YOU! 


SBS-30 and SBS-60 
solve ALL skin cleaning 
problems...are almost 


IMPOSSIBLE TO WASTE! 


ee 


& 
4 
| 


j 
- 
SBS-30 Waterless Washstation ran mutation 
Used Without Water « ith ater 


PLANT-WIDE SATISFACTION AND SAVINGS ASSURED 
Solve your skin cleaning problems for good by simply specifying SBS-30 Waterless Skin 
Cleanser and SBS-60 Cream Deodorant Soap. This combination of two new and modern 
cream-type skin cleansers will lick most any soil condition—anywhere—to the complete 
satisfaction of both men and women employees. Both of these dramatic new cleansers 
adhere to the hands . . . cannot run off like liquid, powdered or wasteful bar soaps. 
SBS-30 Waterless Skin Cleanser is recommended for the removal of almost “‘impossible”’ FREE FACTS FOLDER— ziy 
soils such as tar, paint, glue . .. SBS-60 Cream Deodorant Soap efficiently removes all details answering all yo 

ordinary soils found in factories, shops and offices. Dispensed from “throw-away” 0g le pon yor to pean 
containers, you get savings of 30% ...40% ...up to 50% with SBS-30 and SBS-60— write us today 

it will pay your organization to get the facts today! 








sugar beet prod 
saginaw, mich. e ~~ angeles, calif. « toronto, canad 


stig z 
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FOR EVERY SAFETY 
DIRECTOR 


* 


Blasting caps... 


Again, the Institute of Makers 
of Explosives has issued a stern 
warning to industries using ex- 
plosives: ‘Blasting caps can 
cripple and blind! Lock ‘em up 
so kids can't get at them." The 
warning is backed by a pamphlet 
and a bulletin board poster al- 
ready being distributed to con- 
tractors, mines, quarries, and other 
consumers of commercial explo- 
sives. 

















Mask disinfectant... 


The Ohio State Fire Marshal's 
office recommends one drop of 
Lysol in a quart of water for dis- 
infecting rubber face masks. 
Alcohol tends to dry the rubber. 
Masks should be disinfected after 
every use. 


Land of Caesar. . 


A new law just passed by the 
Italian Parliament requires all 


manufacturers to comply with spec- re 
ified standards of safety. The m qd S 
law positively requires institution 


of strong safety programs in fac- 


|| any bandaging easy... 


“How American Standards Are / ; s 
Made,” just published by Depart- ...even splints on fingers and toes,’ doctors report. 


ment PR, American Standards As- Gauztex is bandage-and-tape in one. Sticks only to itself. 
sociation, 70 East 45th Street, New 


Vouk 1h. ic Vouk atten tae Regular and oil-resistant, both sterilized. 


industrial and commercial stand- 


ards are produced, who is re- Here’s how easy it is eee 


sponsible for creating them, who 








uses them, and what their ad- ~ aa: 
vantages are for United States a 1. Lock it.. »by | vam 2. Wrap it... 
companies. The booklet is free. “-t——>,| overlapping and | : sticks to itself 


Ye 
Many standards are devoted ex- pressing together. KT wherever it over- 
clusively to safety problems. a ) — " 
ons laps. 
Medical departments .. . LOCK IT! | WRAP IT! 
“Eva'uation of Industrial Medi- : ‘ . 
ah Cine” (5 send bs Workers appreciate the comfort of Gauztex bandages. And its 
available free from the Industrial open mesh allows the skin to “breathe’’... heal faster. There is no 
Hygiene Foundation, 4400 Fifth painful pull, no maceration, as with adhesive tape. Industrial 
Avenue, Pittsburgh 13, Pennsyl- d d f G b . ° d 
<ailin,, tela: gal! endian octors and nurses prefer sauztex because it saves time an 
companies surveyed, cost of medi- makes a compact bandage even in difficult places. Gauztex is 
cal programs per employee ran offered in individual rolls...and in professional custom-cut rolls 
all the way from $5.00 to $170.00 ° ° me 
pail .. regular and oil-resistant, both sterilized. 














Safety grows see ee os ee Se Oe SS 
age GENEV.AL BANDAGES, INC., DEPT. 4-10 
The first National Safety Con- S E N D FO R 531 i'tymouth Court, Chicago 5, Ill. 
tee a - 1912, er attended Please send me a sample roll and information on: 
y so few that a single room at & 7 , Sterilized Gauztex . Industrial Gauztex 
the Hotel Pfister, Milwaukee, Wis- , 


J - Firm.... 

consin, was big enough to accom- - 

modate the ‘crowd. About SAM od a i ame and Title 

12,000 attend a modern congress. Address. . ere TC 

City .--- 20M... State... 


Se Bee Oe eR RO ORR ee 
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_ a “Simplest and Safest" Wy, flees ) vA %y 
EMERSON —— 30 Years of Letality... 








INDUSTRIAL BELTS 
“The Pafachutes 


Resuscitators 





1 ‘ / \/ft 

SIMPLE to operate. ) ) iy ‘jot Industry” 

SAFE for adults, children, or infants. ff 

ACCEPTED by the American Medical = 
Association since 1942 for use 
by laymen. 


PROVIDE SUCTION, alternating 
with pressure, to give vital 
aid to the circulation. Write 
for free Medical References 
on Resuscitation. 


é 
y 





Gas poisoning (coal, illumi- 
nating, industrial, monoxide) 
Asphyxia of new born babies 
Hospital Emergencies 


Auto Accidents 
Smoke suffocation 
Heart attacks 
Electric shocks 


J. H. EMERSON CO. 


22 Cottage Park Ave. Cambridge 40, Mass. 














a 


Belt of Bashlin’s Quality Cotton or 
Nylon Webbing. Lanyard % inch 
manila rope .. . safety equipment 
as necessary in industry as para- 
chutes in the air. 


The complete line of Bashlin Qual- 
ity Safety Equipment for Industry 
includes the correct belt or harness 
for the job... Also a complete line 
of linemen’s safety equipment. 


Safety condition your plant with “SAFETY-WALK" You Can't Afford Anything 


Here’s the new mineral-coated fabric Surfacing on stairways, ramps, walk- LESS Than the BEST— 
that provides perfect traction—sure ways—wherever the danger of a fall is Bay BASHLIN 
footing—even under water or grease! present. “SAFETY-WALK” pays off pied 

And it’s easy to apply, easy to keep in accident-prevention, better public Highest Quality For Over 30 Years 
clean. Use‘““SSAFETY-WALK’’Non-slip and employee relations. Distributors in Strateric Aveas ia U.S.A 


r--— 4 : 
T pperweld Steel International Co. 
FREE SAMPLE! Pleose send me “SAFETY-WALK” | ' eS ee 
° In Canava: Bell Electricord & Safety, Ltd., 

sample and complete information. | S : Toronto 
Minnesota Mining & Mfg. Co l . * 7 ot 
Dept. EO-106, St. Paul 6, Minn amt A Ask for... 

igh CATALOG NO. 54-S 

Company —— & 
NEI ee ore ane ae sida Made in U.S.A. by 


| MINNESOTA MINING & MEG. CO. \ ¥ 
| ty srcesecsneesenneneee Tone Stteseccseeee PO SP i W. M. BASHLIN C0. 


Also makers of “Scotch” Brand Pressure-Sensitive Tapes, “Scotch” Sound Recording Tape, “Underseal” 
Rubberized Coating, “Scotchlite” Reflective Sheeting, “3M" Abrasives, “3M" Adhesives. General Export: GROVE CITY, PA. 
122 E 42nd St., New York 17, N. Y. In Canada: London, Ont., Can. 
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SAFETY NOTES 


Of 930 who died in Wisconsin traf 
fic accidents during 1955, at least 125 
were employed either as skilled crafts 
men or semi-skilled workers, according 
to the state’s Motor Vehicle Department. 





A single 
consin so far has cost more 


compensation case in Wis- 
than $100, 
000, reports Harry Nelson, ex-director of 
workmen’s compensation for the state’s 
Industrial Commission. A woman fell and 
was injured in April 1940. Medical 
hospital costs have run $100,183; com 
pensation has apna to $11,657. If 
the woman 
ably will total over $: 325,000. 


and 


lives to age 70. costs prob 


The Cleveland chapter of the Amer 
ican Society of Safety Engineers 
set up a_ consulting 
small business in the 


establish 


has 
help 


Greater Cleveland 


service to 


area and maintain adequate 
safety programs. Any request for aid is 
referred to safety engineer with ex 
perience in the particular field involved 


The service is provided free. 


Pennsylvania Power & Light Co. is pro 
tecting its substation at Siegfried, Pa 
and other nearby installations with what 
is thought to be the first 
fire truck to be used in the 
utility The truck 


chemical 
electrical 
ad apte d to 


dry 


industry 


fire-fighting by company test depart 
ment workers in conjunction with Ansul 
Chemical Co., Marinette. Wis.. 
500-pound dry tank 
100-foot 38-gallon 
tank, 
ing the water 


cal tank, 


numerous 


has 1 


chemical with two 


hose lines, a water 
cylinders for 
tank and the 


portable 


nitrogen pressuriz 


dry ‘ hemi 


extinguishers, and 


accessories 


Dr. Willis M. Weeden, medical dire¢ 
tor of the New York State Workmen's 
Compensation Board, has been appointed 
chairman of the newly-established com 
mittee on energy for the 
national Association of Industrial 
dent Boards & Commissions. The 
mittee has been set up to keep 
members informed as to devel 
opments in the field of worker health 
and safety as it is affected by the 
growth of atomic energy in 


atomic 
com- 


asso 


ciation 


industry. 


> 
BRAY STUDIOS, INC. 
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—Today's Big Need 


BRAY SAFETY FILMS | 


---Latest Release - - - 


‘THE DOCTOR EXAMINES" 
YOUR HEART"' 


(16mm sd. b&w, 10 min.) 
heart as to service an 
heart incidence 


in collaboration with the Amer 
ention Shows how to ‘‘guard 


Heart Assoc 


as heart safety; proves 


it is as logical to 
automobile. No film is more urgent 


{Rental $3.50, 1 


HOW TO AVOID : in subject of hernia 

MUSCLE STRAIN" occur on and off the job at enormous cost to industry 

(16mm sd. b&w, 13 min.) dorsed by Amer. Medical Assoc., Nat'l Safety Council, 
industry throughout the world 


(Rental $6.00, 
‘BILLION DOLLAR snchcend 
MALADY" 
(16mm sd. b&w, 16 min.) 
(Rental $3.50, 


day; $1.75 ea. following day! 


1 day; $3.00 ea. following day!) 


Teaches care and prevention 
showing 


1 day; $1.75 ea. following day!) 


SAFETY FILMS in SPANISH only 


*"HOW TO AVOID MUSCLE STRAINS" 
- DON'T HAPPEN" Series 
ALLS''—6 min. Examples of cause 
“HANDLING” —5 min Nine mistakes 
Bh gece 8 min. Typ 
wo crucial mistakes 
“SAFE CLOTHING" 
improper work 
“FATAL SECONDS''—!0 min. The 
Proves that acciderts can be 
""CAUSE FOR ALARM''—!/3 min. Inst 
"FOR SAFETY'S SAKE''—!5 min 
tools—drills, grinders, saws 
TIME TO STOP’'—20 min. Importance of 
Exact figures for emergency stops 
"*DAY IN COURT''—25 min. Traffi 
reduce accidents 





(lémm Sd. B&W) 


(Same as English film above) In Spanish Sale 
How to avoid them 

n handling. Safe methods 

carelessness and accidents in handling machinery 
n need ng the saw 
0 min. Importance of 
rleilies 


Sale 
Sale 


ale 
proper clothing. Accidents due to 
Sale 
areful driver who just once takes a chance 
avoided 
ucts how to fight fire and meet an emergency 


How to use, inspect and care for portable power 


judging braking distance in drivin 


safety film produced as a public service to 


Answers given by a Traffic Court Magistrate 


dence of common cold is reduced by use of this outstand- 
Pays for itself every 
Has highest professional and industrial endorsement 

Sale $75.00 


$85.00 


$45.00 
$40.00 


$60.00 
$75.00 


Sale $100.00 
Sale $100.00 


Sale $100.00 
9g 
Sale $100.00 


Sale $175.00 





729 Seventh Ave. 
New York 19, N. Y. 





to aid 
e ' the heart and why peri- 
¢ heart examination is insurance for general good health as 
“service the 
No organization is long free of 

Sale $60.00 


ustrates how to prevent injury; how to liff correctly. In- 
Avoidable back and muscle injuries 
Film is 
and 
Sale $60.00 


< 














Inter- 
Acci- 





en, 


TWO OLD STANDBYS 
ACCEPTED AND APPROVED BY INDUSTRY 


~ 


mes! 
Bb 


Se 


“anne 


PRACTI-KREME .. . the effec- 
tive skin protector and cleaner for 
over 15 years. Check dermatitis 
before it starts. Apply before work 
to provide flexible, fat-based coat- 
ing over skin. Moistened and 
rubbed to a lather after work, 
Practi-Kreme cleans completely. 


PHLO® .. neutral skin protector 
now fortified with silicones. Effec- 
tively bars bacteria, irritants and 
soil. Magic silicones make Phlo 
water-repellent, adhesive, non- 
toxic. Try it... you'll be con- 
vinced that new Phio should be in 
daily use in your plant. 


ae 
“~ 





NEW PHLO WATERLESS... THE “BEST BET’ 
IN THE WATERLESS HAND CLEANER FIELD 


New Waterless Phlo removes industrial 
soils fast. Contains both silicone and lano- 
lin for double protection. Safe, easy to 
use, Waterless Phlo is milky white, smooth 
in consistency. Management and workers 
appreciate the time-saving convenience of 
having a jar at their fingertips always. 
Write for Free Test Samples Today 


Distributorships available in some areas" 
THE CHEMICAL CORPORATION 


54 Waliham Avenue, Springfield 9, Mass. 
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LWW - 
STEPS 


SAFE! 
MELFLEX 


Molded Rubber 
STEP TREADS 


Give Lasting SAFETY 
with Colorful Beauty 
N 


In Marbleized 
Colors or 
Black 


Square 
Nose 
Type 


Curved 
Nose 
Type 


for Rugged 
Heavy Duty ’ Durability, 
Outside Service Quick Draining, 


Self Cleaning 


All-black treads for extra heavy duty 
service are 1/4” thick ... Marbleized 
treads in green, blue, terra-cotta, 
brown, gray are 3/16” thick. Color is 
permanent regardless of wear. Can 
be matched with riser and landing 
coverings for decoration. Apply per- 
manently with Melastic water-proof 
bonding cement to wood, concrete, 
metal, tile steps. Treads are supplied 
trimmed to fit your steps—no cutting 
or waste. 


MELFLEX PRODUCTS CO., Inc. 
C410 S. Broadway, Akron 8, Ohio 
Please- send catalog and prices of Step 
Treads and other SAFETY products. 

Name 

Firm 


Street 


City & State 


ACCIDENT 


SAAN 


The Problem: Prevent the en- protective clothing available to 
ergizing of utility line trucks while them. 
The Solution: A traveling dis- 


play board was set up for move- 
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ifia 


Wisconsin Public Se 


poles are being set in high voltage 


leads. A prime hazard of the utility 
industry lies in such energizing 
whenever lines touch the poles. 

The Solution: A ground rod 
(inset) was drilled into the soil. 
The jumper (right) was attached 
from the truck to the ground rod. 
The utility that developed the idea 
says that “oood job planning 
would have one crew member in- 
stalling the ground while others 
are busy with other essential 
tasks.” Without the grounding, 
here may be enough current flow 
through the truck to cause injury 
or even death. 


The Problem: Keep employees’ 
memories green in regard to the 
variety of safety equipment and 


ment from department to depart- 


ment of the West Virginia Pulp & 


— “sn - 

Mine Safety Appliances Co. photo 

Paper Company's Mechanicville, 

New York, plant. As new equip- 

ment was added to that already in 

use, it could easily be hung to or 

pegged on the board. Larger 

equipment respirators and some 

masks, for example were kept 
on portable stands, 


The Problem: Eliminate acci- 
dental injuries caused by chips 
which flew from hard sieel riveting 
hammers. 

The Solution: Wrap the rivet- 
ing hammers with ordinary black 
friction tape. If the hammer 
breaks, the pieces are held long 
enough by the tape that the worst 
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STOPPERS 


IAA 


they do is drop to the work table 


without endangering employees, 


The Problem: Cut crane oper- 
ating costs without sacrificing safe- 
ty in an operation that kept the 
operator away from the load while 
the crane was in motion. A cab 
crane was too expensive. Safe 
movement of heavy angle iron by 
the existing trolley crane was too 
time-consuming. 


The Solution: Remote control 
through a suspended push button 


American Chain & Cable Co. photo 


station. hung from the outrigger 
channel and independent of the 
trolley, has been arranged. A 4” 
I-beam was mounted under the 
outrigger, where a small trolley is 
used. to allow movement of the 
push button station. Two reels 


were mounted on each side of the 
crane. Now, the operator can 
watch the load and simultaneously 
control the crane, Crane efhciency 
has jumped 50°, and accidents 
have been practically eliminated. 


The Problem: Dispose of sub- 


stantial amounts of metal scrap 





East Chicago Machine Tool Corp. photo 


(35 tons a month) in order to im- 
prove plant housekeeping and pre- 
vent serious injuries to workers 
due to metal cuts, trips and falls, 
and abrasions. The company (New 
Delphos Manufacturing Company, 
Delphos, Ohio) produces galvan- 
ized metal items of many kinds. 

The Solution: A hydraulic bal- 
ing machine which will produce 
75-100-pound “briquettes” of scrap 
every three minutes has been put 
into use. Labor required has been 
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An old-style dial-type 
watchclock may not look 
funny—but it presents 
a serious threat to your 
plant’s safety. Don’t risk 
the danger of weekend 
fires, burglaries and 
vandalism—modernize 
now with a DETEX tape- 
recording GUARDSMAN 
Watchclock. The 
GUARDSMAN gives 
continuous supervision 
of your Watchman 

on weekdays, 

weekends, holidays 

and extended 

plant closings. 


BE SURE your Watchman is 
alert between Friday evening 
and Monday morning—the 
most critical period of your 
plant’s safety. Send the coupon 
today for full information. 


Detex Watchclock Corp. 0-10 
76 Varick Street 
New York 13, N. Y. 


CJ Please send me complete information 
about the GUARDSMAN tape-recording 
watchclock. 

(0 You may send a DETEX representative 
to make oa free, no-obligation survey of 
our plant protection needs. 


Name 





Company 
Address. 








Title 
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Cy P24 a striking improvement 
of in sledging and chiseling 
CHISEL GRIPS 


used extensively for 
steel stamps, star drills, punches and hand tools 


TWO-MAN MODEL 18° LENGTH. HOLDS TOOLS 
UP TO 2%" DIAMETER 





The Safe-Hi two man chisel grip features a newly im- 
proved flanged head for additional support and shuck 
absorption, a longer lasting band, non-slip knurling on 
the handle and T-handle adjusting screw 





ONE-MAN MODEL. 6" HANDLE. HOLDS TOOLS 
UP TO 1%" DIAMETER 





~,.e 
on 





The Safe-Hi one man chisel grip is durable and light— 
weighs only 5 oz. Shock insulated rubber belting band 
absorbs shock and prevents “creeping” of chisel 
through grip 








Safe-Hi chisel grips provide new protection against smashed fingers 
and hands by keeping hands well away from the danger of off-angle 
hammer and sledging blows. Since Safe-Hi chisel grips hold steel 
stamp or chisel securely, sledging and chiseling is more accurate and 
faster. The danger of flying chisels is also eliminated. 


Safe-Hi spark-resistant chisel grips also available. 


, Cole 


: . . 
7 yy -f0 
EXCELLENT FOR USE ROSE MANUFACTURING CO. - 
WITH STEEL STAMPS 2 Barberry Pl Ss DENVER 
o 


See us at Booths 30 & 31 








THERE’S 
DANGER 


HAWS 


iz EYE-WASH 
ed FOUNTAINS 


Time elapsing between the accident 
and arrival of medical aid, is too often 
a cause of permanent eye injury. Bridge 
this time gap with a HAWS Emergency 
Eye-Wash Fountain. Installed at conven- 
ient locations, these HAWS safety de- 
vices are instantaneously ready when 
such accidents occur. 


The HAWS Eye-Wash Fountain washes 
injurious chemicals out of the eyes with 
clean water at controlled pressure and 


volume. It is also available with Drench 
Designed and manufactured 


in cooperation with 
leading safety engineers 
WRITE TODAY for brochure and full details 


Shower Attachment...completing an 
emergency station for your employees’ 
protection. 


» 


DRINKING FAUCET CO. 


1439 FOURTH STREET (Since 1909) BERKELEY 10, CALIF. 
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reduced to the work done by one 
man, who handles the job on a 
part-time basis. The briquettes can 
be easily stored until they ere 
finally disposed of, There are no 
loose strips, slivers, and bits of 
metal plate left to injure produc- 
tion people. 


The Problem: Anchor trucks 
and vans to loading docks so that 
there would be no movement dur- 
ing loading and unloading oper- 
ations, with consequent injuries to 
workers. 

The Solution: Truck | trailers 
are both clocked and chained dur- 
ing loading and unloading, Truck 


Standard Oil Co. (Ohio) photo 


drivers must place airplane-type 
wheel chocks beneath wheels, and 
chain the trailers to the docks, at 
the time they park trucks at docks. 
Loaders must make sure that 
blocks and chains are in place be- 
fore starting operations. Tractor 
motors must be shut off and the 
tractors left in gear if tractors are 
attached to trailers during loading 
or unloading. Drivers must stay 
out of cabs while operations are 


in progress. 


The Problem: Protect employ- 
ees from being caught by or being 
drawn into light bending rolls. 

The Solution: A guard con- 
sisting of a 144” galvanized cable 
attached to a microswitch was de- 
veloped. The switch is fixed to the 
frame on one side of the rolls; and 


Continued on page 98 
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A COMPLETE LINE OF PLASTIC and METAL FRAME SAFETY SPECTACLES for a COMPLETE EYE PROTECTION PROGRAM 


Flastic Frame SAF-I-SPECTACLE 


Stronger, More Stable, Durable Butyrate Plastic Frames in choice 
of colors: Bronze, Slate Blue, Crystal, Burgundy 


NEW SIDE SHIELD DESIGN 


Folds completely flat — unobstructed side 
vision — full protection — attractive — 
comfortable. 


Spatula or Riding Bow Cable Temples. 
Integral Bridge or Adjustable Pad Arms. 


A NEW LENS SHAPE New 


Attractive, modern industrial styling. Neal Fume 
\ SAF-I-SPECTACLE 


Modern Bridge Design—Lighter, 
‘stronger, more attractive. 


SIDE SHIELDS — Wire « screen, 
or clear or green plastic. Com- 
fortable, full protection. 

Choice of Temples — Newly styled 
metal spatula with plastic paddle 
tip, or cable temples. 

Velvet-soft Nose Pads — of Poly- 
ethylene, in new shape designed 
to fit nose contours. Self-conform- 
ing. Readily attachable to metal 
pad arms without tools. 


' Choice of Lens Material and Lens Shape in Styl-Ize or P-3 in 
both plastic and metal frames — hardened Safety Glass or 
shatterproof OPTILITE®. OPTILITE safety lenses are made from 
an exclusive USSSCO formula of compounded resins which pro- 
duce a lens with twice the strength and only half the weight 


of hardened safety glass. Either hardened safety glass or THERE’S A LOCAL USSSCO MAN 
OPTILITE available in Plano or Prescription, Single Vision or TO SERVE YOU 


were USSSCO products are developed, 
manufactured and sold direct to 

; the user by the United States 
Pioneers - Modern Frames and Lenses Meet all Federal Specifications Safety Service Co through a staff 
Industrial Eye Wear of trained safety service engineers 
Sales offices are located in prin- 


cipal industrial cities, and a full- 
- _ NITED TATES AFETY ERVICE ‘ time service engineer is only a 
Visit our Exhibit Booths few minutes, or at the most a few 
100-101-102, National Safety BRANCHES IN PRINCIPAL INDUSTRIAL CITIES hours, from you. See your phone 
Congress, October 22-25 book yellow pages for nearest 
Div, B-10- 1215 McGEE ST., KANSAS CITY 6, MISSOURI sales office, or write us in 

IN CANADA: PARMELEE, LTD., TORONTO & MONTREAL Kansas City. 
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OCCUPATIONAL HAZARDS @ OCTOBER 1956 








STOP 
ATHLETE'S 


OVER 70% 


of the largest manufacturers 


USE ONOX® 


SKIN - TOUGHENER 
in shower rooms! 


y BUILDS RESISTANCE 
Main cause of Athlete’s Foot is 
Shoe-Softened Skin (U.S. P. H. S. 
Bul. R-674). Onox toughens soft 
skin and makes it resistant to fun- 
gus attack. 


EASY TO MAINTAIN 


No splash — no mess — no waste. 
Nothing to get out of order. No 
testing of solution needed. 


y ECONOMICAL 


One mat serves 50 bathers per shift. 
One gallon Onox serves 50 daily 
bathers one month. Average cost 
1¢ per man per week. 


TRIAL OFFER 


Order what you need. Use it for 
60 days. Pay nothing unless fully 
satisfied. 


ONOX, INC. 


DEPT. N,-125 SECOND STREET 
SAN FRANCISCO 5, CALIFORNIA 


Warehouses: BROOKLYN, CLEVELAND, 
NEW ORLEANS, HAWTHORNE, CALIF. 
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STOPPERS 


Continued from page 96 





the cable is suspended parallel to 
the rolls, passed through two small 
pulleys, and led parallel to the 
pposite side of the rolls, where it 
is anchored to the frame. The cable 
has enough clearance between it 


Universal Atlas Cement Co. photo 


and the rolls that an employee who 
tries to get too close to the rolls 
will put tension on the suspended 
cable, which will activate the mi- 
croswitch and stop the machine. 
ee 


WALK-IN FUME HOOD 


Stauffer Chemical Company's East- 
ern Research Laboratory, Chauncey, 
New York, got away from the awk- 
ward ducking, leaning, neck-crimp- 
ing, and head-bumping usually asso- 
ciated with fume hoods that have 
bench-top working space set at waist 
height. The company designed this 
eight-foot-high, walk-in hood. The 
glass front is explosion-resistant. The 
hood is vented to a roof-top deodor- 
izing unit. Researchers are able to 
set up equipment easily, can even 
walk around in the hood if necessary. 
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PAIN... 
SHOCK... 


SPRAY IT! 


... the best and safest method 
for the ‘‘first aider’’ because 
he doesn't touch the patient! 


QUICK, THOROUGH, PAINLESS, ASEPTIC... 


Doctors agree that certain basic conditions are 
present in all burn cases. The ‘‘first aider”’ is qual- 
ified only to deal with the first three: Relieve 
Pain, Prevent Infection, Treat Shock. Spraying 
burns does this best. And the MSco assortment of 
Burn Spray Kits is the largest ever offered. Amer- 
icaine or Kip Antiseptic Oil in either compact 
Unit-Type Packets with Pressure Cartridge Spray 
or Complete Burn Spray Kits; Aerosol Dispens- 
ers of Foille, Americaine, and Kip; Foille and 
Hydrosulphosol Burn Spray Kits; Fire Depart- 
ment Kits. MSco also supplies all standard burn 
ointments in unit form for first aid kits. See your 
MSco distributor or write for details. 





Medical Supply Company 
Rockford, lll. >In Canada, it’s Safety Supply Co, 


THE INCOMPARABLE 
ROBINSON STRETCHER 


The most significant 








advance in Stretchers 
since the introduction 
of the folding type, 
} collapsible Stretcher!! 


The Robinson Orth- 
opedic Stretcher per- 
mits attendants to carry 
the injured to the first 
aid station without 
moving the injured per- 
son and causing further 
and oft times, per- 


manent injury. 














This Stretcher is ad- 
justable to 7 feet, 3 
inches and can support 








patients weighing up to 

300 pounds. By loosen- 

| ing the base pivot and 

spreading, the attend- 

} ant adjusts the Robin- 

fies OF 4 OOO son Orthopedic Stretch- 
er to the desired length and by bringing the 
sides together, the patient is ‘scooped up" 
without additional movement. For full par- 


ticulars, write 


A. E. HALPERIN CO, INC. 
BOSTON 18, MASS. 
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IT'S THE 
PERFORMANCE 
THAT COUNTS 





A CASE TAKEN FROM THE q 
FILES OF THE AMERICAN 
ARBITRATION ASSOCIATION 


The American Arbitration Association is a non-profit member- 
ship corporation, organized to advance knowledge and use of 
abor-management, commercial, and international trade ar 
bitration he award of the arbitrator in the case described 
below is not to be taken as an indication of how other 
arbitrators might rule in apparently similar cases 


Joe D., a laborer in a warehouse, 
took a sick leave to recover from 
a heart attack. A few months 
later, while still on leave, he heard 
of an opening for an elevator oper- 
ator in his employer's shop. As- 
serting his eight years’ seniority, 
Joe asked for an assignment to 
immediate duty in that job. 

Management was doubtful about 
Joe’s physical condition and or- 
dered the company doctor to make 
in examination. Finding fairly 
high blood pressure and a car- 
diac condition, the doctor recom- 
mended against Joe’s being as- 
signed to the elevator. This 
diagnosis, although not the recom- 
mendation, was corroborated by 
Joe’s personal physician. 

The union, arguing in Joe's be- 
half, claimed that since the ele- 
vator had a “dead man’s stick” 
which would automatically stop 
the elevator if it were released. 
there was no serious hazard in- 
volved in letting Joe run it. Fur- 
thermore, the union representative 
said, the contract provided fo 
only a test of ability to do the 
work, not a physical examination, 
as a condition for assignment to 
a job. 

The company rested its case 
exclusively on the recommenda- 
tions of its doctor. It expressed 
willingness to put Joe on the job 
any time the physical report 
showed he was fit. 


The Arbitrator's Decision 


The arbitrator ruled that the 
company had the right to require 


Joe to pass a physical examina- 
tion as a condition for assignment. 
This was based on the fact that 
he issue of Joe’s health was raised 
by Joe himself in asking for sick 
eave. It was ruled that the com- 
any, since it knew of the physi- 
cal limitations of the employee, 
vas correct in considering those 
imitations in respect to the job. 
lt was noted that the company 
must avoid exposing its employees 
to undue safety and health haz- 
ards. The union’s grievance was 
denied. @ @ 


Now They're 
Planning Sprinklers 


\ CRANE broke a fitting on a pipe 
that carried flammable hydraulic 
oil at about 700 pounds per square 
inch. The oil spurted out and 
caught fire when it hit a hot alumi- 
num slab, 

According to the Associated 
Factory Mutual Insurance Com- 
panies, the area involved was un- 
sprinklered. Heat from the fire 
caused asphalt to drip from the 
roof deck. The stage was set for 
the destruction of the entire roof. 

The oil was cut off immediately. 
Carbon dioxide extinguished the 
fire before enough heat had been 
built up to ignite asphalt vapors. 
Automatic sprinklers now are 
pranned for the area, and the flam- 
mable hydraulic oils are to be re- 
placed with non-flammable hy- 
draulic fluid. @ @ 
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AND YOU 
CAN COUNT ON 


CHARCO 


NEO, SOL 


ALL-NEOPRENE GLOVES 


You can count on NEO-SOL per- 
formance in your plant to provide 
the finest in hand protection . . . to 
help you reduce operating costs 
through extra long glove life ... 
and to offer the maximum resist- 
ance to oils, chemicals, snagging 
and abrasion. NEO-SOL available 
in Black, also in Truly White. 


FREE CATALOG 


Write for catalog of Industrial Pro- 
tective Equipment. Has chemical 
reference charts and selector guide. 


CHARLESTON 
RUBBER COMPANY 


22 STARK INDUSTRIAL PARK 
CHARLESTON, SOUTH CAROLINA 
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Scott Air-Paks 


Cut Repair and Maintenance Costs, 


MAN HOURS 
SAVED 


in busy production 
Schedule 


@ If the conveyor in your paint 
drying oven jammed would it mean 
shutting down the oven for 24 hours 
to let it cool and result in sending 
20 employees home? Or could you 
do as this progressive company did 
— equip a man with a Scott Air-Pak 
and asbestos suit and get him into 
the oven at 320° to make the repair 
in 10 minutes? A _ similar, costly 
interruption could happen in your 
plant tomorrow! 200 Man Hours 
On is a lot of time to lose in a busy 
production program. Better take 
steps now to get on that 10 minute 
schedule! s 


Hazardous Jobs 
Scott Air-Paks 
Help Management 
and Labor 
Breathe Easier 


Write for free booklet “Scott 
Air-Paks Save Money, Man Hours 
and Men for Industry.” We'll be 

pleased to send you a copy. 7 


VISION 
UNLIMITED 


New Scottoramic Face Mask 4m 
now available for all Scott # 
equipment, (standard on 

most models), and for 

replacement on your 
present breathing 
apparatus 


SAFETY EQUIPMENT DIVISION 


BUYERS' GUIDE 


Continued from pag 
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Hard hats 
10, 17-24, 33, 
Hearing testers 
ll, 75. 89, 103. 
Hydraulic fluids 


L 


Ladders 
Ladder safety devices 
Lens cleaners 

Cover I]. 3. 136. 
Life preservers 
Lighting equipment, guards 

88, 125. 

Linemen’s equipment 92. 112, 
Line markers 


Machine guards (2. BIS: IS. 
Material handling equipment 
=9 


Mirrors 


N 


Noise control equipment 120, 


5 


Protective clothing 
9. 13, bis, 127, 
Protective creams. lotions 
16. 30. 93. 


Pumps 28. 


Respirators 
17-24. 33. 


> , 
Resuscitators 


S 

Safety cans 
Safety tools 8. 65. 88. 96 
Signs 27, 60. 112, 120 
Signals, speakers 38. 
Skin cleaners 

16, 25. 34. 66. 90. 93. 159 
Solvents Ll. So. tot. 
Stretchers 

20.90; FOL, Lit, Faz, 


Vacuum cleaners 
Ventilating equipment 


Vision testers 


Ww 


SCOTT AVIATION CORP. 


229 ERIE STREET LANCASTER, N. Y. 
Canada: Safety Supply Co., Toronto—Branches in principal cities 
Export: Southern Oxygen Co., 15 West 57th Street, New York 19, N. Y 


Watchmen’s clocks 5, 102 
Welding curtains, tarps 86 
Welding helmets 

10, 17-24, 33, 74 
Women’s headcovers 137. 160 
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BEHIND RECENT 
INJURIES 


Kicking the bucket... 


Industrial Indemnity Company, 
San Francisco, has paid recent 
claims for two on-the-job injuries 
that involved stepping off ladders 
into open buckets. In one case, 
the workman broke his hip; in the 
other, the man got his trousers 
saturated with gasoline, which 
ignited and burned him seriously. 
The buckets in both instances had 
been left standing at the foot of 
the ladders. 


Sewer gas blows... 


A workman recently began burn- 
ing a hole in a tank at a sewage 
treatment plant. The sewer gas 
exploded. Result: the workman 
dead, another workman badly 
hurt, a supervisor injured. Insist 
that those who work around sew- 
ers or tanks that may contain 
sewer gas test for gas before 
they begin their jobs—and make 
sure any sewer, tank, or manhole 
is thoroughly ventilated while 
work is in progress. 








BRITISH SAFETY 
FASHIONS 


SHOWN at a recent London, Eng- 
land, exhibit of the latest industrial 
and protective clothing were these 
outfits: an asbestos suit (left) for 
working in the tunnel kilns of pot- 
feries; a nurses’ uniform; an inflat- 
able exposure suit for the British 
Royal Air Force. About 300 manu- 
facturers of safety weor partici- 
pated. 
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"SAFETY BULLETINS 





@ Ss 


Messages posted on Diamond 
Bulletin Boards can be read day 
or night in any kind of weather, 
because they are illuminated, 
ventilated and non-fogging. 
Install Diamond Bulletin Boards 
indoors and out as official news 
headquarters for your employ 
ees. Write for complete informa- 
tion and prices. 


SAFETY FIRST SUPPLY CO. 


425 Magee St., Pittsburgh 19, Pa. 

















HAVE ONE HANDY FOR 
THAT EMERGENCY! 





FLEXIBLE 
€22V25 strercuers 


Reeves stretchers are the best in any emergency 
I ndustrial plants, hospitals, first aid and rescue squads, 
police and fire departments throughout the country 
use these stretchers to handle their injured with care, 
preventing more serious injury. Make sure you have a 
Reeves stretcher ready. 


STRETCHER CANISTER to protect your Reeves 
stretcher from dirt, dust and dampness. 


A. SMITH & SON, INC. 


Established Eighteen Hundred Sixty Seven 
1237-39 Ridge Ave. Philadelphia 23, Pa. 


“IF IT’S MADE OF CANVAS, WE MAKE IT” 
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Just install the 


CHICAGO 
WATCHCLOCK System 


° Tamperproof 
° Positive 
° Easy to 


©°a Protection 
Against FIRE - THEFT - SABOTAGE 


The CHICAGO Watchclock System enables the 
watchman to prove that he’s made his appointed 
rounds. The daily-dial records earn users of the 
CHICAGO Watchclock system reduced insur- 
ance rates. (Quickly pays for itself)... Used all 
over the world... APPROVED by the Under- 
writers’ Laboratories and by the Factory 
Mutuals Laboratories. 


Write today for Illustrated Folder and Prices 
The first—and still the first 


CHICAGO WATCHCLOCK 


DIV. GREAT LAKES INDUSTRIES, INC. 
1532 South Wabash Avenue, Chicago 5, Illinois 
Offices in Principal Cities 


@eeeeeevooagcoa eCceeeeeeoe eeeeeaeeaen ee @ 
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Benefits Increased 
For Longshoremen 


PRESIDENT EISENHOWER has recently signed a measure 
(Public Law 803), retroactive to July 26, which in- 
creases the benefits under the Longshoremen’s and 
Harbor Workers’ Compensation Act, Under the 
amendments to the act, the waiting period has been 
reduced to three days from seven, and the 49-day 
disability period has become 28 days. The maximum 
compensation for injuries other than those resulting 
in death or permanent total disability has been raised 
from $10,000 and $11,000 to $17,280, Minimum com- 
pensation for total disability is now $18 instead of 
$12, and the weekly maximum has been raised from 
$35 to $54. In computing death benefits, the maxi- 
mum average weekly wages will be considered to be 
$81 and the minimum $27 instead of $52.50 and $18. 
respectively. The length of scheduled compensation 
for disabilities resulting from the loss of an eve. hand 
or other member has also been increased. 


Louisiana Hikes 
Compensation Benefits 


SincE August |, increased compensation benefits have 
been in effect in Louisiana, Weekly maximum pay- 
ments have been raised from $30 to $35 and the mini- 
mum from $3 to $10. The statutory one-year interval 
between the dates of the accident and death has been 
extended to two years. The period for paying death 
benefits has been increased from 300 to 400 weeks 
An employer’s liability for medical and related serv- 
ices has been extended to include medicine and non- 
medical treatment recognized by state law as legal. 
and the maximum liability for such services !:as been 
increased from $1,000 to $2,500. In addition to other 
benefits payable upon an employee’s death, the em- 
ployer must pay the reasonable expenses of burial. 
The maximum liability for such expenses is now $600. 
Formerly, the maximum liability to an employer was 
$250 for burial expenses and $50 for contingent ex- 
penses, 


War Hazard 
Benefits Extended 


Two “temporary” Federal statutes providing war haz- 
ard and enemy detention benefits for certain civilian 
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personnel, whose 


injury, death or detention results 
from war-risk hazards while outside the United States, 
have been extended for one year to July 1, 1957. One 
of these statutes provides benefits for persons em- 
ployed outside the country by the United States di- 
rectly or by contractors of the United States. The other 
applies to Federal employees whose work requires 
them to live temporarily abroad and who may be in- 


jured or killed while being detained by enemy action. 


Caught coming and going, employees at an Electric Steel 
Foundry Company picnic at Portland, Oregon, are re- 
minded that safety is always a prime consideration, re- 
gardless of what's being done. 


Etching by 
Sulfuric Acid 
SULFURIC 
Miller, 
ated 
Diamond 


AcID etched the face mask worn by George A. 
a chemist at the Research Center of the Chlorin- 
Products Division. 
Alkali Com- 
pany, Painesville, Ohio. 
Miller doing hot 
separation of DDT from 
strong sulfuric 


was 


acid with 
chloroform in a_ three- 
neck, round-bottom flask. 
He was working in a 
fume hood. 

He tried to stop the 
reaction by pouring the 
through the 
addition tube. Suddenly 
the chemical became air- 
bound. It began to boil. 

The sulfuric acid and 
the hot DDT spurted di 
rectly into Miller’s face, ‘The 
thermometer blew to bits, 

What would have happened to Miller if he hadn’t 
been wearing his face shield is pretty obvious. ® ® 


chloroform 


Miller was lucky 


addition tube and the 
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NEW 
LIGHTWEIGHT 


~ AUDIOMETER 


WITH o FEATURES 


Wu TEST | 


20h" 


TIME: 


ITS PORTABLE! 








) LOOK AT THESE wey OTHER FEATURES 


(& “Feather-Touch” LATERAL CONTROLS Protect the Fingers 

[YX Dual TONE INTERRUPTORS Speed Testing Procedures 

[YX “Vista-Vision” CENTRALIZED DIALS Cut Operator Fatigue 

[YX Lightweight SHOCK-PROOF CASE Withstands Hard Usage 

[A Self-Indexing HEARING LOSS CONTROL and FREQUENCY DIAL 


[& SMALLEST (CUBIC VOLUME) AUDIOMETER BUILT TO A. M. A. 
AND A. S. A. STANDARDS 


THE MAICO COMPANY, Dept. 65 E 

21 No. Third St., Minneapolis 1, Minn. 

Please send me detailed information on the Maico MA-2 Audiometer 
and have your representative call. 


Name__ 


Company__ 
Address___ ———— 
City_ State_ 





| 
| | 
| | 
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Now safety shoes give more protection against more 


hazards when leather is processed with QUILON’ 


Today’s safety shoes can be safer than ever before Specify safety shoes made of leather processed 

—thanks to “Quilon” chrome complex, Du Pont’s with “Quilon,” and assure your workmen out- 

new chemical for leather. standing protection against more hazards. 
“Quilon” is processed right into the leather, 

providing lasting resistance to harmful acids and 

alkalies. Extensive laboratory and wear tests 

show leather processed with “Quilon” stands up 

better . . . shows greater resistance to concen- 

trated acids and chemicals. 
“Quilon” also resists deterioration from per- 

spiration and repeated wettings . . . retards scuff 

and scar damage . . . makes leather for safety shoes 

better leather, more protective leather . . . yet the 


leather breathes. 


REG. U. s. PAT. OFF 
BETTER THINGS FOR BETTER LIVING 
...«THROUGH CHEMISTRY 


E. 1. DU PONT DE NEMOURS & CO. (INC.), GRASSELLI CHEMICALS DEPARTMENT, WILMINGTON 98, DELAWARE 
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Too Many Positions; 
Compensation Denied 


RoLanpD B. SMITH’S various positions at the time of 
his death were very complex. This complexity may 
have had some bearing on the Utah court’s ruling on 
his widow’s compensation claim. 

At his death, Smith was president of Smith Frozen 
Foods, Inc. and Box Elder Packing Corporation and 
vice-president of Smith Canning Company. He was 
also a general partner of the Smith Sales Company, 
a partnership engaged and organized as exclusive 
sales agent of all the corporate enterprises Smith 
headed. Under the Utah statutes. the corporations 
were covered by workmen’s compensation: the part- 
nership was not. 

Smith met his death in an airplane crash and his 
widow attempted to obtain death benefits. 

But the Utah court said no. Even though a small 
part of the expenses of the trip was paid by one of the 
corporations, Smith was on a selling trip which, be- 
cause of the relationship of the partnership to the 
corporations, necessarily meant that he was traveling 
on behalf of the partnership which was not covered 
by the Utah compensation statutes. 

Claim disallowed. 

Smith v. Industrial Commission: 
Utah, May 2, 1956. (296 P. 2d 511) 


Supreme Court of 


Had Employer 
Violated Safety Rule? 


Not ONLY did the widow of Thomas Harmer seek 
compensation for her husband’s death, but also she 
thought she was entitled to increased benefits because. 
she alleged, the employer violated a safety rule. 
Harmer was killed while engaged in the erection of 
steel work for a new building addition. He was kneel- 
ing on an “I” beam, placing a steel cable choker 


around the beam so that it could be dragged to the 
building by means of a crane. Above the crane were 
three electric wires, each carrying 26.400 volts of 
electricity. 


While nobody saw it occur, it was concluded that 
when Harmer took hold of the cables. the operator 
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moved the crane, allowing its boom to contact the 
electric wires. 

For work of this type, the safety rules provided that 
there be at least 11.89 feet clearance of all power lines. 
The company showed the court that the construction of 
the crane provided at least the clearance required. 

The Wisconsin court concluded that the accident 
happened as the result of the crane operator’s negli- 
gence, However, since the location of the crane was 
not in a prohibited area and there was sufficient clear- 
ance of the power lines, the court said that the em- 
ployer would not be subject to a penalty. 

Claim allowed, but the penalty against the employer 
for violation of a safety rule denied. 

Wisconsin Bridge & Iron Company v. Industrial Com- 


mission: Supreme Court of Wisconsin, June 5, 1956. 
(77 N.W. 2d 413) 


Private Work 
Or Company Duties? 


WHETHER Frank Bauer was engaged in work for his 
employer or was engaged in personal pursuits when he 
was injured was what the Wisconsin Supreme Court 
had to decide. 

Bauer worked as a painting and carpenter contrac- 
tor five days a week. On Saturday and Sunday he 
served as the janitor of a store and apartment building. 
He worked in this janitorial capacity for 13 years. In 
payment for his janitor work, Bauer was given a $54- 
a-month apartment and garage in the building. The 
owner of the building left the details of the work to 
Bauer and appeared on the scene only once a month to 
collect rent and consult Bauer about work to be done. 
Bauer made minor repairs to the premises without 
additional payment. Large repairs and _ alterations 
were handled by special contract. Bauer maintained a 
workshop in the basement and used it whenever neces- 
sary—for both his painting and carpentry work and 
for his job as janitor, 

There were four dwelling units and two stores in the 
building. Originally each dwelling had a refrigerator. 
installed in a recess and supplied with refrigerating 
fluid circulated by a pump in the basement. The land- 


Continued on page 108 
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. t consider these facts 


There are over 75,000 toe injuries annually. 
The average total cost per toe injury is over $888.00. 


One serious toe injury, resulting in amputation, could 


be more costly than a Safety Shoe program. 


* 


Quality for quality, Safety Shoes cost approximately 


40% less than conventional shoes. 


You can now select all styles of Safety Shoes with the 


© 6 00S 


new improved WINGUARD steel toes -- the latest devel- 





opment in steel toe protection. 







THE 


<r Pare 
y Von ud Yin 





“Shoes stocked in plants 





> ee ay? 


Ss A I = : Y Well see you at Booth 9 
fae -@) > 4 T @) id 44th NATIONAL SAFETY CONGRESS & EXPOSITION 
October 22-26, 1956 


Os @) Mw F A N Y We cordially invite a to visit our booth 


BOSTON. MASSACHUSETTS to get the complete WINGUARD story. 


WORLD’S LARGEST MANUFACTURERS OF STEEL SAFETY TOES 
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PABCO FLOOR COVERING DIVISION 
Fibreboard Paper Products Corporation * San Francisco 19 


CL] Please have The MAN from PABCO call. 


Without cost or obligation, send your folder, 
“Every Building Needs Pabco MASTIPAVE.” 


Sn 
COMPANY____ 


a 


This coupon’ may 
solve your toughest 
floor problems! 


| 7A = 1 O1@) 


MASTIPAVE 


America’s Finest Low-Cost 
Long-Life Floor Covering 


NON-SLIP, SUPER-TOUGH, RESILIENT 


No doubt about it, floor saving, safety and 
comfort are yours for years and years when 
you install Pabco MASTIPAVE . . . the floor 
covering with “time-tested toughness.” 
Specified by purchasers for factories, 
hospitals, schools, government buildings. 
Whatever your floor problem, it will pay you 
to investigate the advantages of Pabco 
MASTIPAVE. In rolls, 36” wide, ~~ 


and tiles, 9” x 9”, io aa 

in terra cotta or black. 

Only PABCO makes MASTIPAVE. 
CLIP THE HANDY COUPON ABOVE 


AND GET ALL THE FACTS FROM 
THE MAN FROM PABCO. 


PABCO FLOOR COVERING DIVISION 
Fibreboard Paper Products Corporation * San Francisco 19 
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lord decided to remove these refrigerators and two 
years before Bauer’s accident had instructed him to 
dismantle and dispose of two of the units. Bauer had 
done so and had salvaged the lumber and parts. He 
had used some of the lumber in fixing up the recess 
where the refrigerators had stood and some of the 
parts in repairing or improving the building’s sump 
pump, and used some other metal parts about the 
down spouts of the building. He had not yet done any- 
thing with the refrigerant coils when the landlord gave 
them to a brother who expressed a wish for them. 

Shortly before the accident, the landlord directed 
Bauer to remove and dispose of two other refrigera- 
tors. Bauer took them apart and put the lumber and 
other parts in the basement. On the Sunday of the 
accident, after tending the building’s furnace and do- 
ing other odd jobs on the premises, Bauer attempted 
to salvage the parts of one refrigerating unit. His 
immediate purpose was to obtain certain fittings which 
he needed in bringing a gas line into the workshop. He 
proposed to use the gas line in soldering operations. 
which might be either janitor work or independent 
contracting as the occasion arose. While he was so 
engaged. the acid contents of the coil sprayed over 
Bauer's face and destroyed the sight in his left eye. 

The landlord said that Bauer was not entitled to 
compensation because. he said, Bauer's activities at 
the time of the accident were entirely for his own bene- 
fit. But that was not the court’s finding. 

The court ruled that the landlord gave no instrue- 
tions to Bauer relative to the salvaging of the ma- 
terials. No doubt, said the court. the improvement in 
the workshop would be advantageous to Bauer’s per- 
sonal business, but this did not rule out its advantage to 
his work as janitor. Bauer’s salvaging of the materials 
for use in and about the landlord’s premises was a 
performance of his duties as janitor. 

Claim allowed. 


Strehlow v. Industrial Commission: Supreme Court of 


Wisconsin. December 6, 1955. (73 N.W. 2d 116) 


Tornado Caused Death— 
Compensation Due 


E. C. Evans’ death was not a pleasant one. It came 
about when a tornado picked up a boat rudder and 
carried it through the air, decapitating Evans. 

He was a construction worker, building a concrete 
flood wall at Vicksburg, Mississippi. He worked on a 
large machine called a dragline. His job was to oil the 
dragline and assist the operator of the machine. 

Evans was standing at the top of the dragline. about 
30 feet over the surface of the water. The tornado. 
which struck suddenly on that eventful December day 
in 1953. brought wind velocities up to 200 miles pet 
hour. 
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LOWERY Stéixg 


LEAD THE FIELD IN SAFETY 
AND PERFORMANCE 


ve - 
you antl CAN TRU 


‘ 2004 Vv 
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This is an actual untouched photograph of Lowery 
Brothers Tapered swage fitting that is used on 
Lowery Brothers slings to allow free passage 
under and around a load to be hoisted. 


It is practically impossible to hook or snag this 
swage fitting on anything. This is due to the 
exclusive taper on both ends of the swage fitting. 
By using Lowery Brothers swaged slings you are 
eliminating the hazards of hand punctures and 
scratches due to the fact that the hazards are 
covered with our swage fitting. This allows your 
workmen to handle the sling freely without wor- 
rying about their hands being injured. 


Why you should use a wire core sling for economy 
and for strength: 


WIRE ROPE AND LOWERY 

SWAGE FORM SOLID 

STEEL MASS OF MAXIMUM 
STRENGTH 


Examine the cut below, show- 
ing a Lowery Brothers swage 
loop or eye that has been cut 
into. You will note the solid 
mass of steel. The wire core 
also is in the swage, assuring 
you of the finest sling you can 
buy at any price. So get the 
best get Lowery Brothers 
slings 


Wire rope slings made from 6 x 19 or 6 x 37 wire 
core will give approximately 7% additional 
strength to the sling. As you know, hemp core is 
actually a filler and lubricator, but so is the wire 
core ... and wire core will hold its 
shape and will not crush nor break. 
The bearing point is where slings 
usually flatten. The hemp core gives 
way and protrudes from between the 
strands. Then the strands separate 
and loosen and only three strands 
will take all the wear, thus shorten- 












































ing the service of your slings. 


Your inquiries are welcome. All orders shipped within twenty 
four hours from our plant nearest to you. 


LOWERY BROTHERS, INC. 9332 SO. ANTHONY AVE., CHICAGO 17, ILL. 
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Encourage teamwork with 
individual departmental 
awards. 
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Safety 


Y y Program 
CHECKLIST, 
ACTUAL CASE 


HISTORIES & 


THERMAL SAFETY SWITCH Protects Motor! LITERATURE. 
New NON-CLOG FILTER Saves Labor! ' 


EXPLOSION PROOF Every detail in Hild’s new line of 
explosion proof equipment is de- 
signed and built to the very highest 
safety requirements. These — : 
offer you the greatest operating safety, 
convenience, and economy. Creators of the : . : 
NEW THERMAL SAFETY SWITCH! Spinogram — ter- z i ‘ 
Important safety feature offered oo rific for ‘‘launch- | r 
the first time on any explosion proo ina’’ d ‘ 
vacuum ... gives you complete pro- rite ae in eec eUCTION POCKET SAVERS 4 

tection against circuit overload and grams — Send for eater’ FOR SAFETY 

motor burnout. FREE Registered ‘ 


BAR HOURS 
NEW TYPE FILTER! Spinogram. # gion j SUGGESTION 
Entirely new filter eliminates 95% of 1 1956 
filter maintenance. Shakes clean in 
seconds . . . but should not clog at all 
if used correctly. 
a. —~  Saeee SEND FOR FREE 
The addition of 30 and 55 gotten EMBLEMS ILLUSTRATED CASE HISTORIES 
vacuums gives Hild the most complete 
line of portable explosion proof vac- ye PLAQUES 
uums in the industry. ese new SF inate 
—— are designed for large volume fiat b aes TROPHIES 
or bulk cleaning . . . they eliminate . 
constant emptying mecessary with <P i= 6 MEDALS 
small tanks. : AWARDS Giga 
NEW DRAIN VALVE! 
1 — new =e 55 gallon ex- 
= plosion proo rums have a 
MODEL 355 handy dump valve for rapid 
ro ' draining of liquid material . . . 
p. eae ie \ no lifting necessary. 


= = 


iad 


é 
NEW TRANSFERABLE HEAD! > S 
Vacuum unit with adapter ring 
can be used on Hild’s 10, 15, 30, 
and 55 gallon listed drums. You 


can use the right size and number 
of drums for every cleaning job j 
} 
| 


Award Incentives, Inc. 
yattt) William St., N. Y. 38, N.Y. 


° 37n Franc 








-..» fill as many 55 gallon drums 
as the job requires. Excellent for 
transfering liquid or storing 
waste for pickup. 


} 


| }— > No. 351 





Seay Sizes 
Small 


| 
4) 


| YT, é | Medium 


lai 
he SS 
4 a 8 
G = 
y ONE OF 
MODEL 306 MODEL 315 MODEL 330 MODEL CX MANY 
10 Gallon 15 Gallon 30 Gallon Explosion Proof 


Explosion Proof Explosion Proof Explosion Proof Scrubber-Polisher : . aes aso STYLES 
Vacuum Vacuum Vacuum : F " 4 


Large 











OH-1056 
See at Booth 115 


FLOOR MACHINE CO. INC. Reece Wooden Sole ‘‘Hot Foot” Sandals 


gentlemen: send me more information on 


are Time Savers — strap on quickly — they 
bend—they are light weight—they are sturdy. 
Oh Sole leather hinges assembled with screws and 
0 All Hild Equipment washers. Durable straps. 

Order Today 


WOODEN SOLE 
REECE, “enor cs 


0-10-56 COLUMBUS, NEBRASKA 
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In her claim for death benefits, Evans’ wife was con 
fronted by the employer’s contention that the danger to 
Evans was no greater than to anyone else at the time. 

But the court went along with Mrs, Evans. It ruled 
that her husband was exposed, by reason of his duties. 
to a special and peculiar danger to the elements which 
increased his risk of injury. The court had in mind 
Evans’ height over the water and the fact that his posi- 
tion prevented any possible warning of the oncoming 
tornado which others may have had. 

Claim allowed. 

Pigford Brothers Construction Company v. Evans: 


Supreme Court of Mississippi, November 28, 1955 
(83 So. 2d 622) 


But Can't a Butcher 
Knife Be Dangerous? 


THE LIQUOR store operated by Peter Zelkovich was a 
strange one indeed. Among the bottles of whiskey. 
glasses, and other necessary items, Zelkovich’s estab- 
lishment also had butcher knives. meat cleavers. and 
a meat grinder. 

John Stavich was employed as a janitor by Zelko- 


vich. About eight o’clock one morning. Stavich fell 


ind struck the lower part of his back on the basement 
stairs as he was carrying some empty beer cases down 
the stairs. He sought compensation for his injury. 
claiming that the presence of the knives, cleavers, and 
grinder brought the establishment into the extra-haz- 
irdous category. thus making his injurv a compensabl 
one, 

Not so. ruled the court. 


rather than a particular item of equipment occasionally 


It is the type of business, 


present, which determines whether an establishment 
falls into the extra-hazardous classification. 

The danger arising from the use of ordinary butcher 
knives, meat cleavers. or grinders is too remote to 
warrant an interpretation that the enterprise is extra- 
hazardous within the meaning of the Illinois work- 
man’s compensation act. 

Claim disallowed. 


Zelkovich v. The Industrial Commission Supreme Ce 
f Illinois. March 23. 1956. (133 N.E.2d 300 


¢ 


Heart Attack; 
Is It Compensable? 


[HE PERENNIAL question of whether a heart attack 
may be properly classified as accidental within the 
meaning of the workmen’s compensation law recently 
came up again in New York State. 

Arthur Fisher was employed as a supervising fore- 
man of the Buffalo Electric Company. Prior to the date 





Protect workers’ hands from acids 


NEW HOOD B-41 
BUTYL GLOVES 


Exclusive, non-porous butyl rubber resists strong acids 


lessens 


danger of injury by absorption. Flexible, comfortable and rugged, too. 


, 


ae. 2 
ee 
ES | 
ee 


mating | 


7703 NEOPRENE COATED 
14%” industrial weight 
with natural-fit fingers. 


PV-98 PLASTIC COATED 


Standard weight, abrasive- 
resistant, liquid-proof. 


R-60 “GRIP-ALL” 


Coarse dust coated for 
handling slippery objects. 


Write for 

free Hood 

Glove Guide — 
shows you how to 


choose the RIGHT 


There’s o ium & ache. eda Glove for every job: gauntlet, glove or mitten 


HOOD RUBBER CO., Watertown, Mass. 


a division of the B. F. Goodrich Company glove for EACH job. 
RUBBER NEOPRENE PLASTIC COATED INDUSTRIAL GLOVES 
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IPCO SAFETY 
SCOREBOARD 


20” wide by 30” high 
.. . 20 gauge metal 
A CONSTANT REMINDER OF baked dulux finish... 
DAYS WORKED WITHOUT green background 


A LOST-TIME INJURY. with white letters. 
Blocks in special 
blackboard finish so 
that they may be 
changed with chalk 
from day to day. 











WRITE FOR 
BULLETIN NO. 82 


Safety Equipment for all Industries 
INDUSTRIAL PRODUCTS COMPANY 


2826 N. FOURTH STREET 


PHILADELPHIA 33, PA. 











LEATHER 
CANVAS 


SAFETY EQUIPMENT 


rn. ux. BUHRKE co. 


CHICAGO 7, ILL. 
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of the accident and for some 14 months, he worked on 
a 14-story building that was being erected in Buffalo 
for the Veterans’ Administration. As the building pro- 
gressed, Fisher’s duties required him to go on foot up 
and down numerous temporary flights of stairs, and to 
climb ladders to various floors for the purpose of in- 
specting work and conferring with his workmen. 

On the day in question, before he quit work. Fisher 
felt symptoms of fatigue, but it was not until he re- 
turned home that he sustained a heart attack. Despite 
the attack he returned to work the next day. A few 
days later, he was medically advised that he had suf- 
fered a heart attack. He received treatment for this 
condition and was thereafter intermittently in and 
out of work. 

Fisher's employer said that the employee's heart 
attack was not an accidental injury and no award 
should be made. 

The New York court considered the type of work 
Fisher was engaged in—the heavy physical strain it 
entailed. At about the time of the seizure. the court 
pointed out. he was making 15 or 20 trips daily by 
foot up and down 14 stories of the building, Because 
of this work. ruled the court, there was definite evi- 
dence of causal connection between the work and the 
heart attack, 

Claim allowed. 

Fisher v. Buffalo Electric Company: Supreme Court of 


New York, Appellate Division. May 10, 1956. (151 
N.Y.S. 2d 959) 


Was Back Trouble 
Due to Blow on Head? 


JessE NEAL, JR.. claimed it was a blow on the head 
which resulted in his cervical disc injury, and he 
asked for compensation for his back condition. 

Neal was employed by California Eastern Airways. 
Inc. While working on an airplane late in March 
1953, he rose up underneath the plane and struck 
his head on the propeller blade. He said it produced 
a knot on his head, caused a headache. and had an 
effect like “something tightening up around my 
heart.” Neal continued with his work. however. and 
made no report of the accident at that time. “I don't 
see any use of reporting every little bump and scrape.” 

One month later, Neal went to his family doctor 
and reported a shortness of breath, dizziness, and 
pressure about his heart. Some three weeks later, the 
doctor operated on Neal for hemorrhoids. Neal then 
returned to work. 

It was more than one year later, after Neal had leit 
the employ of California Eastern Airways. that his 
cervical disc condition was discovered. Many doctors 
had seen Neal about various complaints in the inter- 
vening months. 

When Neal pressed his claim for compensation fot 
the cervical disc condition, one doctor testified that a 
hard blow on the back of the head might cause cervi- 
cal disc trouble. However, said the physician, the 
physical evidence of illness which Neal described to 
him had no relation to a cervical disc injury. 


Continued on page 114 
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How Schrader Air Products automatically 


unscramble paraffin blocks—safely! 


Arranging bars of hardened paraffin from a disor- 
ganized pile to orderly groups of five, ready for 
packaging, is a cinch at one New York plant. 
Schrader Air Products do the job fast and accur- 
ately, unattended. Air-activated “fingers” of metal 
do the trick, as fast as the bars descend the incline. 

Every day, new ways are discovered for per- 
forming operations automatically with Schrader 
Air Products. Schrader’s line of industrial prod- 
ucts includes hundreds of units which can be ar- 
ranged in limitless combinations for thousands of 


different jobs. And air always brings to any job its 
basic economy, safety and efficiency. 

Do you know the Schrader story in relation to 
your plant’s needs? Learn it now, by asking for 
Schrader engineering assistance in planning for 
most efficient use of air in your plant. Outline your 
problems for us and we can help you select the 
products best suited to your applications. Or, send 
for the latest informative booklets which show 
Schrader Air Products that will help you 
increase production—economically. 


A. SCHRADER’S SON 


Division of Scovill Manufacturing Company, Incorporated 


470 Vanderbilt Avenue, Brooklyn 38, N. Y 


FIRST NAME IN THE USE OF AIR 


FOR 


INDUSTRIAL 
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A LOST-TIME INJURY. 


WRITE FOR 
BULLETIN NO. 82 


cD 


IPCO SAFETY 
SCOREBOARD 


20” wide by 30” high 
... 20 gauge metal 
baked dulux finish... 
green background 
with white letters. 
Blocks in special 
blackboard finish so 
that they may be 
changed with chalk 
from day to day. 


Equipment for all Sndustnier 
INDUSTRIAL PRODUCTS COMPANY 


2826 N. FOURTH STREET PHILADELPHIA 33, PA. 
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CANVAS 


Your Key to Safety 


LEATHER 


SAFETY EQUIPMENT 


rn. uo. BUHRKE co. 


CHICAGO 7, ILL. 
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of the at cident and for some | | months, he worked on 
a 14-story building that was being erected in Buffalo 
for the Veterans’ Administration. As the building pro- 
gressed, Fisher’s duties required him to go on foot up 
and down numerous temporary flights of stairs, and to 
climb ladders to various floors for the purpose of in- 
specting work and conferring with his workmen. 

On the day in question, before he quit work. Fisher 
felt symptoms of fatigue, but it was not until he re- 
turned home that he sustained a heart attack. Despite 
the attack he returned to work the next day. A few 
days later, he was medically advised that he had suf- 
fered a heart attack. He received treatment for this 
condition and was thereafter intermittently in and 
out of work. 

Fisher’s employer said that the employee's heart 
attack was not an accidental injury and no award 
should be made. 

The New York court considered the type of work 
Fisher was engaged in-—the heavy physical strain it 
entailed. At about the time of the seizure. the court 
pointed out. he was making 15 or 20 trips daily by 
foot up and down 14 stories of the building. Because 
of this work, ruled the court, there was definite evi- 
dence of causal connection between the work and the 
heart attack. 

Claim allowed. 

Fisher v. Buffalo Electric Company: Supreme Court of 


New York, Appellate Division. May 10. 1956. (151 
N.Y.S. 2d 959) 


Was Back Trouble 
Due to Blow on Head? 


Jesse NEAL, JR.. claimed it was a blow on the head 
which resulted in his cervical disc injury, and he 
asked for compensation for his back condition. 

Neal was employed by California Eastern Airways. 
Inc. While working on an airplane late in March 
1953, he rose up underneath the plane and struck 
his head on the propeller blade. He said it produced 
a knot on his head, caused a headache, and had an 
effect like “something tightening up around my 
heart.” Neal continued with his work. however. and 
made no report of the accident at that time. “I don't 
see any use of reporting every little bump and scrape.” 

One month later, Neal went to his family doctor 
and reported a shortness of breath, dizziness, and 
pressure about his heart. Some three weeks later, the 
doctor operated on Neal for hemorrhoids. Neal then 
returned to work. 

It was more than one year later, after Neal had left 
the employ of California Eastern Airways. that his 
cervical disc condition was discovered. Many doctors 
had seen Neal about various complaints in the inter- 
vening months. 

When Neal pressed his claim for compensation for 
the cervical disc condition, one doctor testified that a 
hard blow on the back of the head might cause cervi- 
cal disc trouble. However, said the physician, the 
physical evidence of illness which Neal described to 
him had no relation to a cervical dise injury. 


Continued on page 114 


OCTOBER 1956 © OCCUPATIONAL HAZARDS 








How Schrader Air Products automatically 


unscramble paraffin blocks—safely! 


Arranging bars of hardened paraffin from a disor- 
ganized pile to orderly groups of five, ready for 
packaging, is a cinch at one New York plant. 
Schrader Air Products do the job fast and accur- 
ately, unattended. Air-activated “fingers” of metal 
do the trick, as fast as the bars descend the incline. 

Every day, new ways are discovered for per- 
forming operations automatically with Schrader 
Air Products. Schrader’s line of industrial prod- 
ucts includes hundreds of units which can be ar- 
ranged in limitless combinations for thousands of 


FIRST NAME 


FOR 


on 


—— 


different jobs. And air always brings to any job its 
basic economy, safety and efficiency. 

Do you know the Schrader story in relation to 
your plant’s needs? Learn it now, by asking for 
Schrader engineering assistance in planning for 
most efficient use of air in your plant. Outline your 
problems for us and we can help you select the 
products best suited to your applications. Or, send 
for the latest informative booklets which show 
Schrader Air Products that will help you 
increase production—economically. 


A. SCHRADER’S SON 


Division of Scovill Manufacturing Company, Incorporoted 


470 Vanderbilt Avenue, Brooklyn 38, N. Y 
IN THE USE OF AIR 


INDUSTRIAL PRODUCTION AND 
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EXTINGUISHERS c 
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give you 
finger-tip control ™ 


for FAST, FLAME- 
SMOTHERING ACTION! 


Buffalo Dry Chemical Extinguishers with 
instant, finger-tip control assure faster 
Tol ifolaMmolelol it immeeli Milelititelol (Mile l iis me lile| 
electrical fires! You get extra protection 
tod, because a specially designed dif- 
fuser spreads a flat, dense blanket of 
flame-smothering chemical powder in a 
60° arc that produces 1100 times its 
volume on contact with the flames .. . 
enveloping and extinguishing the flames 
in seconds! This heat-shielding blanket 
allows the operator to get closer. to the 
flames for more effective extinguishing. 
Lightweight, Stain'ess Steel Buffalo Dry 
Chemical Extinguishers are available in 
“10, 20 and 30 Ib. cartridge operated 
models, and 5 lb. stored pressure model. 
They are Underwriters’ Laboratories and 
Factory Mutual approved. 


BUFFALO FIRE APPLIANCE 


CORPORATION 
DAYTON 1, OHIO 
ESTABLISHED 1895 


ORDER BUFFALO 
FIRE PROTECTION FROM YOUR 


NDUSTRIAL DISTRIBUTOR TODAY! 


he's listed in the yellow poges 


DOCKET 





In ruling on the claim, the court 
said that there was sufficient evi- 
dence that Neal’s bumps on the 
head caused by his brush with the 
propeller blade had nothing to do 
with the cervical disc injury which 
he complained of one year or more 
later. 

Claim disallowed. 

California Eastern Airways 
Veal: Supreme Court of Missis- 


sippi. June 4. 1956 (87 So.2d 


895) 


Conflict in Evidence 
Means No Compensation 


CuHarLoTTe H. Rivers, who was 
employed as a waitress for Howard 
Johnson, Inc., fell while on the 
job on September 21, 1954. She 
was paid compensation for a peri- 
od of 10 weeks following the fall. 
After the 10-week period, her em- 
ployer and his insurance carrier 
determined that Mrs. Rivers was 
no longer disabled and sought to 
have the compensation payments 
discontinued. 

The claimant then asked for a 
hearing to have the matter of fu 
ture compensation payments de- 
termined. At the hearing, Mrs. 
Rivers and her husband testified 
that the claimant was still unable 
to work because of the injury sus- 
tained at her work. A physician 
for Mrs. Rivers also testified. He 
said that in his opinion Mrs. Rivers 
was unable to work and probably 
would not be able to work for a 
year, that she was suffering from 
a “manic depressive disease,” and 
that the fall aggravated or precipi- 
tated the condition. 


Doctors testifying for the em- 
ployer opined that Mrs. Rivers was 
normal physically and that al- 


though she was a nervous person. 
there was no reason why she could 
not perform the same type of du- 
ties that she had been performing 


fire hazard . . . plus a complete 


. line of brass goods and hose Georgia Court of Appeals said that 
ette, -OuUl where the evidence was in sharp 


conflict as to whether Mrs. Rivers 
was at the present time disabled. 


the ri : . aaa prior to the fall. 
lw ng a Sent extingeimer for very In deciding the question, the 
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and whether any present disability 
from which she was then suffering 
was the result of the injury for 
which compensation had previ- 
ously been paid. a ruling in favor 
of the employer denying further 
payments to Mrs. Rivers would be 
aflirmed, 

Award of further compensation 
denied, 
Insurance 


Rivers v. Travelers 


Court of 
Georgia, April 24, 
2d 818) 


Company: 


Appeals of 
1956. (92 S.F 


You Must Be 
More Than Hurt 


THe Fact that Harold L. Morris 
sustained a back injury was not 
enough in itself to sustain a claim 
for compensation, ruled the Okla- 
homa Supreme Court. Some dis- 
ability must result from that in- 
jury. 

Morris worked for the Eldridge 
Construction Company. On_ the 
day of his injury he went to a 


supply shed and was standing on 


a nail keg to get some caulking 
compound from a shelf. The com- 
pound was too high to reach eas- 
ily: and when he attempted to 
reach a little higher. the nail keg 
flew out from under him. and he 
fell on his right knee. 

The pain was severe in his 
knee, but he noticed no pain in 
his back at the time. The 


day. Saturday. he noticed an in 


next 


jury to his back. He was treated 
by a physician on Sunday and was 
unable to report for work the fol- 
Monday. 


admitted to a hospital, where he 


lowing Instead, he was 
remained under treatment for al- 
most two months. 

Morris’ claim for compensation 
made no mention of the knee in- 
jury, but sought an award for the 
injury to his back. 

Five physic ians testified at the 
None of 
state that the pain that 
back 


by an injury. Instead. they said. 


would 
Mor I is 


was ¢ aused 


hearing. them 


claimed in his 


any pain he might have suffered 
in his back came about as the re 
sult of an infectious process. 

In denying an award to Morris 


the Oklahoma court said that 





Ay) (ee) Bai 


Now Steel-Grip presents 


safety. apparel made of 
AMAZING. NEW MATERIAL 





Jaxcolite combines extreme resistance to 
chemicals, burn, heat and wear with com- 
fort, flexibility, appearance and low cost 


No safety apparel has ever given us greater satisfac- 
tion to present to industry than Steel-Grip garments 
made of Jaxcolite. Jaxcolite is a new yet tested and 
proved compound, applied as a coating to a duck 

asbestos or burlap base. Wherever safety apparel 
made of this new material has been used, it becomes 
firmly entrenched. There is nothing to compare with 
it. Jaxcolite garments combine every feature you 
could want. 


T They are extremely resistant to molten 
metal splash, acids, caustics, water, oil, 
heat and wear. 


2 Jaxcolite garments are lightweight, flex- 
ible, attractive in appearance. 


a The cost is very low. 


We do not hesitate to urge you to act at once. Send 
now for sample materials or safety apparel made of 
Jaxcolite. You will be amazed at the advantages 
presented. 


*A product of Jaxind, Inc. 


INDUSTRIAL GLOVES COMPANY 
A Corporation 
1805 Garfield Street, Danville, IIlincis 
(In Canada: Safety Supply Co., Toronto) 


Coats 
Pants i \ 
Sleeves 
Aprons 
Leggings 
Spats 


Gloves 
and Mitts 
with 
Jaxcolite 
backs 
Welding 
Curtains 


Steel-Grip 


INDUSTRIAL 


Safety Apparel | 







TRADE-MARE 


TO BE SURE OF THE GENUINE 
DEMAND THIS TRADE-MARK 
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ro mote YOU... 


reduce 
absenteeism! 





AND REDUCE: 


e INSURANCE RATES 

e ACCIDENT FREQUENCY 

¢ ACCIDENT COSTS 

WHILE INCRE SING YOUR 
PROFITS ESTABLISH A 
SAFETY AWARD PROGRAM 
Publicly recognize the “No Ac 
cident” record of your employees 
Worker 


Let him know that you are 


The Safe 


record. 


< proud of his 


proud of him too. 


Encourage your employees to 


establish and maintain a_ perfect 
Safety Award 


whether an emblem or a specially 


safety record. The 


imprinted gift means more to the 


recipient than the intrinsic value 


represented in the item. It is the 


ever present reminder of the kind 


words and warm handshake that 





award. Fill out and 
mail the coupon today. Our litera- 


go with the 


ture and services are offered with- 
out charge or obligation. 


METAL ARTS COMPANY 
742 Portland Avenue ® Dept. No. 9 
ROCHESTER 2!|,NEW YORK 


METAL ARTS COMPANY ® Dept. No. 9 
742 Portland Avenue @ Rochester2/, N. Y. 
Please check the following 
] | am interested in the free Brochure 
| would like your representative to coll 
1 would like more information about 
your free planning and art service. 


Name 





Title:.. 
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) 


How to remove 


FLOOR STAINS 


oom 
Eso 


get this helpful 

booklet for your 

maintenance 
men! 


Here’s a booklet your maintenance 
men will find invaluable day after day 
... Saving time ... saving trouble ... 
saving expensive floors. It tells how to 
remove stains from all types of floors. 
The methods are easy to understand, 
directions are simple to follow. It tells 
what to do, what to avoid. Cleaning 
materials are described and complete 


directions for their use given. 


See us at the First International 
Sanitation and Maintenance Show at 
the New York Coliseum, October 14, 


15 and 16. Booth 222. 


HUNTINGTON LABORATORIES 


HUNTINGTON LABORATORIES, INC. 
Huntington, Indiana 


() Please send my copy of the handbook, 
“How to Remove Stains from Floors.” 


CO I'd like to see your representative soon. 


NAME TITLE 





ADDRESS 





CITY STATE 
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where there is no disability, either 
temporary or permanent, as a re- 
sult of or attributable to an acci- 
dental injury, compensation will 
be denied. 

Claim disallowed. 

Morris v. State Industrial Com- 
Supreme Court of Ok- 
lahoma, October 18, 1955. (289 
P.2d 143) 


mission: 


e 


No Extra Exertion— 
No Death Benefits 


Leona W. FLEISCHER sought death 
benefits, although her husband had 
died from a coronary thrombosis. 

Her husband, Fred Fleischer 
had worked for the Minnesota De- 
partment of Highways operating 
various types of trucks and equip- 
ment and doing maintenance work 
On De- 
Fleischer worked | | 


and other general labor. 
cember 11. 





Training program... 


‘Vestibule training’ again has 
been introduced at Convair's San 
Diego plant. About 24 new em- 
ployees graduate each day. Those 
without previous aircraft experi- 
ence are put through the training 
for two weeks, in a department 
especially set up to provide in- 
struction on actual production 
machines and with regular pro- 
duction tools. Two hours each day 
are spent in class rooms where 
instructors (experienced foremen 
and supervisors) pass along tips 
on safety practice, company regu- 
lations, and other “skull practice” 
production problems. 











hours. On December 12, the last 
day of his employment, he worked 
12 hours, during 11 of which he 
was removing ice and snow by 
means of an old machine known 
as a pull blade. The pull blade was 
manually controlled and had no 
power c ontrol devices for its move- 
ment or operation. 

Fleischer returned home at 8:30 
that night. At 1:00 a.m. he ap- 
peared in great pain, and his wife 
called a doctor. He did not re- 
turn to work, and four days later 
he died. An autopsy was _ per- 
formed, and a coronary thrombosis 
was found to be the cause of death. 

Mrs. Fleischer claimed that her 
husband’s death resulted from the 
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You May Save Your 
Employee's Life 


especially in cases of heart attack, shock 
fume inhalations and other respiratory 
accidents 


Prompt action is possible when your First 
Aid Equipment includes the effective 


STEPHENSON “MINUTEMAN” 
RESUSCITATOR 


No industrial plant should be without 
this protection 


Write for FREE Demonstration 
or for pamphlet 0-104 


Visit our booth +22 at the 
National Safety Congress. -* 


seme Yam 
NEW SERTEY 


#EO BANK 

















SAFETY 
GUARDS 
For 
Punch 
Presses 


SEARJEANT 


ADJUSTABLE BASKET GUARD 
OTHER GUARDS « + 
Designed Ard Made By 
Searjeant 


= Sweep Guard 
°o Barrier Guard 
® Enclosu Guard for Milling 
> n-Repeat Mechanism 
e Hand Electro-Solenoid 
trol 


@ Write For Bulletin H 


SEARJEANT Metal Products Ine. 


No. 8 Pittsford Road, Mendon, N. Y. 
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* THE POSITIVE 
LADDER SAFETY DEVICE 








It Locks Automatically—instantly—Holds 
SAFETY DEVICE FOR LADDERS 


Prevents death and injuries from falling. 
Automatic: Positive. Will catch workman 
if he starts to fall even if unconscious. 
Inexpensive. Easy to Install. No upkeep 
Clamps to any rung ladders, peg ladders, 
pole or frame. No welding or cutting 
Simple to operate: Requires no attention 
from climber 
Notched rail hot dipped galvanized. Entire 
equipment rust and corrosion proof. 
In use throughout country and abroad 
for approx. 8 years. 


extreme exertion to which he had 
been subjected on the last tw 
days of his employment. 

In respect to whether there was 
such unusual exertion as to con- 
stitute an accident when compared 
with his ordinary work, the court 
found that although the ordinary 
work day was eight hours, the en 
ployees sometimes worked longe 
than eight hours if there was a lo! 
of snow or some other emergen 
As part of Fleischer’s work, he wa 
required to lift rolls of snow fen 
weighing 200 to 300 pounds and 
steel culverts weighing in excess of 
LOO pounds, 

In view of these findings. ruled 
the court, it could not be said that 
the work performed by Fleischer 
on the day he suffered the heart 
attack was harder or more strenu 
ous than the usual type of work 
that he performed. 

Claim disallowed. 

Fleischer v. State of Minnesota 
Department of Highways: Su 
preme Court of Minnesota, May 


JUNKIN 
STRETCHERS 


STRETCHER CASE 


25, 1956. (77 N.W.2d 288) 
Patented. Manufactured only by 
SAFETY TOWER LADDER CO. 


1024 Burbonk Bivd. P.O. Box 1052 
BURBANK: CALIFORNIA 


x ©. 97 £2 -¢@ 








Horseplay Caused 
Compensable Death 


Harry CEcIL just couldn’t take a 
practical joke. 

He worked for the Texas Brick 
Company, a 


STRETCHERS 


The Junkin Stretcher Case affords a con 
manufacturer of venient and compact cabinet for storing the 
brick and tile. His job was on army type stretcher, blankets and first aid 
; | equipment. It provides a definite location for 
his the equipment and protects it against the 
deteriorating effects of dirt and grime. And 
because it's compact it's a SPACE SAVER 
too! Comes fully equipped if desired. 





a conveyer belt, and it was 
duty to pick up the tile as it 
passed his position and place it 
on rail cars. Other employees 
doing the same work frequently 
engaged in horseplay, such as 


WHO'S READY NOW? 


Do you have the protection of a 
SAUNDERS’ SNAKE BITE KIT? Are 
you always ready just in case? The 
SAUNDERS’ KIT has the only venom- 


suction pump with a guarantee... does 


greasing each other’s tiles, which 
made them difficult to handle. On 
the day of Harry’s fatal injury, 
a fellow employee greased one of 
the tiles. 

Harry didn’t like the prank and 
directed a profane remark at th 
instigator. And the prankster, who 
didn’t like Harry’s profane lan 


JUNKIN SPLINT-TYPE STRETCHER 


Construction permits patient to be carried 
horizontaily or lifted vertically without 
danger from inaccessible locations. Canvas 
straps and footrests keep 
patient rigid and comfortable. 
For complete information write 
for free descriptive literature. 


not have to be lubricated in the field... 
no glass to break. The only pump with 
three sizes of adapters . . . easier to use, 
less discomfort to patient. Accepted for 


advertising in publications of A.M.A, 


Ue 


® Specials 7 Pe aid 


: guage, left his position and struck 
Order from your 


MSco distributor 
today or write 
for data. 


Harry on the jaw. The blow 
knocked him unconscious, and he 
later died, 

Cecil’s dependents sought death 
benefits for Harry’s death; but 
the employer contended _ thai 
Harry, too, participated in the 
horseplay which brought on his 


SAFETY APPLIANCE CO. 
101 $. FLOYD $T. 


an Sa LOUISVILLE 2, KENTUCKY 


Rockford, Ill. «In Canada, it’s Safety Supply Co 
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Let this “Visiting Fireman” train your men 


to fight fire...it could save your business 


You have a potential fire-fighting team right in your 
plant. These would-be fire fighters could save your busi- 
ness if fire struck unexpectedly. All they need is training, 
the kind that will enable them to respond instantly 
and properly to any kind of fire emergency. 

Ansul can provide this training for a group of your 
men just as it has for hundreds of its customers. And 
there will be no charge. It is just one of the “‘essen- 
tial’? services that Ansul provides for its customers. 

Twenty years experience in the fire protection in- 
dustry has proved to Ansul many times over that all 
the fire equipment in the world will not save your 
business unless trained hands are available to man that 
equipment. So, it is important to Ansul that you get 





training along with the fire equipment you buy. Only 
then will you experience the security that goes with 
having a complete fire protection program. Only then 
will you get what you really pay for, what you really 
need —complete fire protection. 

You owe it to the life of your business to learn more 
about Ansul’s in-plant fire training serv- 
ice. Get in touch with your local ANSUL A 
MAN through the yellow pages of your e 
phone directory, he will be happy to call 
on you and explain all of Ansul’s cus- 
tomer services in detail. Or write to THE 
ANSUL CHEMICAL COMPANY, Dept. 
OH-10, Marinette, Wisconsin. 
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death, and the injury was wholly sulting in 
unconnected with his job. 

The Texas court did not agree. 
It found that the altercation arose 
over Harry's complaint about an or duties of either. 
interference work, 


it was immaterial that tn 


son introduced in 


with his and : 
that the assailant was 


Wisdom’s job. 
Had it 


making 


such a complaint. Harry used 


: ot been 
abusive language to the aggressor. not be 


Harry’s assault. ruled the court. 


arose out of and originated in 


the course of his employment. there would have 


Claim allowed. ousy. 


Texas Employers’ Insurance 1s lhe lact of 


sociation v. Cecil: Court of Civil 


injuries to 
The real cause of the altercatior 
is unknown, but it appears it was 
not a dispute concerning the work 
The only rea- 
evid nce 


je ilous of 


for 
ployment, claimed Wisdom, press- 
ing his claim for compensation. 


been 


jealousy 


Wisdom employees and an ensuing alter- 
cation, ruled the 


incident of 


court, is not an 
the employment as 
the 
compensation statutes. There was 
no evidence, the court found, that 
Wisdom’s injuries were caused by 


contemplated — by Colorad 


was 


an accident arising out of and in 


the the course of the employment. 


em- 


Claim disallowed. 
Kisdom  v. 


sion of ¢ 


Commis 


Industrial 


no jeal- lorado: Colorado Su 


preme Court, February 20, 1956 


between (293 P.2d 967) 





\ppeals of Texas, January 6, 1956 
(285 S.W.2d 462) 


200 


. A WARNING HALF HEARD IS 
A WARNING HALF-HEEDED 


THERE IS A DIFFERENCE 
IN P.A. SPEAKERS— 
AND YOU CAN HEAR IT! 


Puncher Punched — 

But No Compensation 
THe CoLorado compensation laws 
provide that assaults by 


ployees may 


co-em- 
be compensable if 
they can be reasonably anticipated 
because of the general nature or 
character of the work. Whether 
the upon William 


assault Henry 


~_—_wwTwaee~er eres sreean— ara 


Counter weights... 


A worker raised a plant door 
that was balanced with an 
guarded counter weight on a 
cable. As the door rose, the weight 
dropped on the head of another 
worker who was standing under- 
neath it. Counter weights should 
be enclosed in 
fenced off with 
guards. 


un- 


metal pipes or 


standard fence éaiead 


Power alone 


Hot foot... 


Special shoes have been devel- 


in public address systems 0 
won't do the 
Here's how Electro-Voice CDP’s reach more 


people more clearly: Using 
developed in the creation of Ameri 


Model 848 CDP for the biggest 

16 ohms. Response, 175—10,00 
10 cps. Sensitivity rating 
y x 20” Wt., 12 Ibs. List $ 

Model 847 CDP for smaller area 

250 ) cps 

cp Sensitivity rating 51 ab 

2 Ibs. List $46.33 


hms. Response 
7%” x | wrt. 6! 


DON'T TAKE CHANCES—SPECIFY 


Slecho ores 


CDP’ SPEAKERS 


INTELLIGIBILITY and Coverage are 


what and 


intelligibility—-decreases by 
just 25 degrees off axis. CDP 
speakers spread the sound evenly 
and clearly. Speech is completely 
intelligible both off axis and on axis 
see sketch). Conventional speakers 
have limited response above 4,000 


job 


i principle 


ca’s finest high-fidelity speakers 
two coaxially-mounted diffraction 
horns work from opposite sides of a 
single diaphragm over a polar pat 
tern of more than 120 pin 
pointing effect. 


Conventional P.A. horns may beam 
sound volume further, but loudness 


TO REACH MORE PEOPLE 


cps. Yet a range of response to 7,000 
cps is required for perception of full 
articulation. CDP speakers give you 

more octaves of sound reproduc- 
tion in the middle and high ranges 
and have a frequency response to 
10,000 the level required for 
best reproduction of music. 


MORE CLEARLY, SPECIFY ELECTRO-VOICE CDP SPEAKERS. 


oped for working on hot surfaces. 
lf little 


wooden 


walking is required, 
soles are recommended. 
Two West Coast men who were 
raking hot asphalt received badly 
blistered feet because they hadn't 


been issued protective equipment. 


without 


cps 





Wisdom fell into this category 
was before the Colorado Supreme 
Court. 

Wisdom was employed as 
cattle handler for the Clevenger 
Land & Cattle Company. While 
in the course of handling and 
the 
Wisdom was assaulted by a fellow 
The 
dismount 
fight 


CDP speakers ore weather-proof, blast- 
proof and splash-proof, virtually inde- 
structible. They're molded of fiberglass 
for better acoustical properties and 
extra strength 


A This is 


hose throwing 


rden 
2 hard, 
straight beam, like a 
conventional P.A. horn 
a NAME 
COMPANY 


See how it concentrates 
power but sacrifices 
coverage 

B This o gar City 
hose with a spray 


ADDRESS 
ZONE STATE 
Mail this coupon for full informa 


zle, covering a broac 


tlectro- Voice, Inc., Dept. O610 
Buchanan, Michigan 


area completely 
Voice CDP 
speaker. See how much 
more efficient the CDP 
pattern is 


separating cattle on ranch. 


an Electro 








ELECTRO-VOICE, INC. 
BUCHANAN, MICHIGAN 
Export: 13 East 40th Street, New York 16, U.S.A 

Cables: ARLAB 


employee. assailant 


Wisdom to 


horse, 


wanted 
from his 


and a followed. 


re- 
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Quiet! 


That’s why Mid West 
Noise Control’s new 
sound-proof rooms are 
so popular. Superin- 
tendents, foremen, en- 
gineers or any personnel 
who must be in the plant, Peter Marasco was employed cutting he was not seriously injured. He re 
appreciate the quiet of pulpwood for Northern Forest Products, tained his balance-——and his life 
: , Ltd., at Port Arthur, Ont. The tree he thanks to the hard hat. 
Mid West soundproof 


was cutting struck a dead one nearby, 
rooms. knocking off its 150-pound top. The 
tree fell 30 feet, finally crashing into 
Marasco’s hard hat. He suffered only 
slight injuries. 
Frank Arthur Cobbaert, employed by 
North Shore Shingle Co., Vancouver, 
B. C., was hit by a plank of a scaffold 
that had fallen 20 feet. His hard hat 
saved him from injury. 
Robert Mike Gallagher, Cities Service 
Oil Co., Augusta, Kan., was knocked to 
the ground when he was caught in the 
path of a falling 2 x 4. His hard hat, 
which sustained the blow, saved him 
from permanent injury. John De Gory, Commonwealth Edison 
Co., was struck by a steel pipe coupling 
which had fallen 98 feet. The hard 
hat he was wearing saved him from 
permanent injury. 
a Sasa Heatie Tom Louis Philippe Emilien Lauzier, work- 
ing for Spruce Falls Power & Paper Co., 
Ltd., Woodlands, Kapuskasing, Ont., 
The recom shown here was struck by the hook of a chain as- 


h -" I sembly. Suffering minor injuries, he 
as many eatures. t lost one hour’s work, but his life was hel “gig ge 
can be used as a tactory saved by the hard hat he was wearing a a 7 : = vil ig 7 ore 
C ‘ eel, smac ing into edages 
office or a test room. It 
can be disassembled and 
moved from place to 
lace whenever a change 
P p & O. E. Wilds, at work for Carbide & 
is made in the produc- Carbon Chemicals Co., Texas City, Gabriel Sinka, employed by Solvay 
tion line. It is your most Tex., was flagging a crane from a 45 Process Div., Allied Chemical & Dye 
- Sai ° foot-high scaffold. A part of the load Corp., Detroit, Mich., was at work on 
economical mnvestunest dropped against Wild’s hard hat, but in elevated platform. A piece of con- 
plant equipment. 


Claude A. Hedges was at work for 
Potomac Edison Co., Hagerstown, Md., 


hard hat. He was uninjured. 





Your Mid West sound- 
proof room, complete Paes ey 1) FOR SAFETY’S SAKE... AE 


floor, walls, ceiling and ihe DAV-SON FiLLASHING — 
door, will’ be shipped | fi | SAFETY DIRECTOR 


promptly upon receipt of ae: With Amazing Changeable Letter Slide Out Panel 
a . ' Bright traffic light red, green spots flash 
your orde r. So order j “SAFETY —— -’ Color, mouon, an 
, So ge bring eyes directly to message. Only 
now, ° DAV-SON has changeable letter design 
with removable panel for quick changes, 
“ p ‘ peak attention. 98 red 31” and 250 black 
*Tested and Certified. F CHARS ‘ 1%” acetate letters in compartment box 
Pe incl. Size 1842x29x6. Complete with lamp 

and I L. Lord. $39.95 

Insist on genuine self-sealing cork back 
bulletin boards—hardwood frame. Sizes 


; ET 

2 Ps i ; es HAZ = 12x18 and larger. With or without glass 

aa r ‘ — $4.15 up. Also with metal frames for inside or 
TS ve oe Outside use. 

MIDWEST = CONTROL Ld +" THER. A Dev-Sen board for every purpose. Over 100 different 
sa ts j sizes and styles to choose from. Dealer Inquiries Invited. 

<< ; : vane ee doesn't have the Dav-Son board you 

: need write direct. 
Vv : ; 

Paee Seen ee erewe | ae A. C. DAVENPORT & SON, INC., Dept. 00 
INDIANAPOLIS 20, INDIANA Sei a 311 N. DESPLAINES STREET » CHICAGO 6, ILLINOIS 
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crete weighing three pounds fell 36 the pavement. His safety hat protect 
feet from an overhead slanting room. It him from serious injury 

struck Sinka’s hard hat, but he was 

uninjured and lost no time from the 


job 


Fred Ouston was working as a carpen 
ter for John Lain & Sons, Ltd., at Van 
couver, B. C. He slipped from a ladder 
and fell into some lumber. His hard hat 

Eugene F. Yetto, working for General which was forced down on his head 
Electric Co. at Waterford, N. Y., struck prevented serious head injury 
his head on a pipe line when emerg 

ing from under a tank on which he had 

been working. .Although stunned, he 

was not seriously injured. His hard hat 

had cushioned the blow. 


James A. Skelton, Texas Electric Sery 
ice Co., Fort Worth, Tex., was loadir 
a 35-foot pole on the back of : 


truck. The pole slipped and 
hard hat, crushing it against the 
of the truck. Skelton 


Leo Miller was working for Millstone scratches on his face and ne 


Construction, Inc., St. Louis, Mo., re 
leasing bar joists that were supporting 
concrete forms. A 60 pound joist fell, 
striking Miller’s hard hat. He lost only 


one hour’s time from his job. 


Fred Emerton, employed 
inadian Co., Ltd., New Westminster 
B. ¢ had his hard hat crushe 
in overhead roller, normally 
transporting meat carcasses, fe 
, 
Harry Edward Guilliams, employed by ton was saved from serious 1 
Appalachian Electric Power Co., Roan 
oke, Va., was working on a transformer 
pole, repairing an open ground wire 
As he closed the cut-out box, the serv 
ice, which had been repaired, exploded 


directly over his head. Had he not been David McQuitty, Hume & Humbk 


wearing his safety hard hat, he could Ltd., Vancouver, B. C., was knocked to 


have been seriously or fatally injured his knees when a 1” x 10” x 36” board 
blew off the top of a 10-foot pole and 
came crashing into his hard hat. The 
worker was momentarily stunned, but 
uninjured 


Donald Webb McMee, Ashland Oil & 
Refining Co., Ashland, Ky., fortunately 
kept his hard hat on his head while 
driving to work. He was involved in an Robert James Kari, Public Service 
automobile accident while driving at Electric & Gas Co., Irvington, N. J., was 
about 40 miles an hour. McKee was working at the base of an electric utility 
thrown from the car, and his head hit pole. A 44-pound crossarm fell eight 


+» 








TYPE 7 SAFETY 
+425 Fw: ne! SOLVENT 
REPLACES—C ARBON-TETRACHLORIDE 
Flash Point None 


Toxicity (Cal. M.A.C.) 500 ppm. plus FREE 
Corrosion tests (on metals) Negative | TECHNICAL BULLETIN 
! 


Evaporation rate comparison 














Nocon Propucts Corp, yey Sr 
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ENTEX —worin’s 


“Safest 


LIFE JACKET 


att =u 
fies 
WASHABLE 
| LicHT WEIGHT 


A 
_nosot 
a 


WITH PATENTED POSITIVE 


"Fi QE -UP) rearure 


PERMANENTLY BUOYANT 
FOR 


~ SHIP 

v BRIDGE 

vDOCK 
WORKERS 


v AND FOR ALL 
WHO WORK ON 
OR NEAR WATER 








New, .exclusive GENTEX plastic 
foam construction . . . plus patented 
FACE-UP ‘“‘turning” action keeps 
wearer afloat and alive, even if 
stunned or unconscious . . . Com- 
fortable styling allows free and 
easy arm movement. Doesn't bind 
or constrict... Slipover desigh and 
adjustable grip-buckle -ide’ strap 
keep jacket securely in place. Com- 
pletely washable and dry-cleanable. 
GENERAL TEXTILE MILLS, INC. 
450 SEVENTH AVENUE, NEW YORK 1, WN. Y. 


N. GENTEX INTERNATIONAL 
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Short-Term Breathing Apparatus 





TOM DAVIS 


Safety Ergineer 

of The Sponge Rubber 

Products Co. 

Shelton, Conn. 

says, “There’s a sud- 
den valve failure. Vapors 
and vital chemicals escape. 
An expensive trouble spot 
in our production. 


“Pocketaire solves the prob- 
lem for us. Pocketaire goes 
on... the job is done.. 
the chemicals saved ' 
in seconds rather than 
minutes.” 


* * * 


Pocketaire sets new stand- 
ards for safety breathing 
apparatus — its simplicity 
and low cost make it possi- 
ble for you to have life- 
saving Pocketaire equip- 
ment ready at several stra- 
tegic places instead of one. 


SS POCKETAIRE is first to 
e combine SAFETY with 
; * light weight—41/, Ibs. 


fs * small size 
4 * cost under $100 
a 


* refills for pennies 


(Send today for our new booklet) 


NOW ! NEW POCKETAIRE 
PORTABLE OXYGEN UNIT! 


Any emergency need for oxygen can now 

be met quickly and easily. This smal] new in- 

halator witt 

standard 

cylinders 

posable mask s 

fies oxygen 

in inaccessible a1 

or on stretchers 

high flow rate, lasts 

1 hour om- 

plete portable Pocket- 
e unit in case 

$89.50 (includ- 

serv 


e cylinder) 


l 


up to 
I 

air 
only 


ing re 


THE CYCLE-FLO COMPANY 
985 Bridgeport Ave., Milford, Conn. 
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feet, landing on Karl’s hard hat. The 
protective cover saved him from injury. 


David Ross, Bay Steel Corp., Chi- 
cago, Ill., was struck by an 80-pound 
piece of scrap steel which had dropped 
from a crane and bounced off a car 
rail. He was not seriously injured 
thanks te the protection of his safety 
hat 


Luther Lloyd Rodgers, Crowe-Gulde 
Cement Co., Amarillo, Tex., received 
no more than a dented hard hat when 
a shovel fell 110 feet from the top of 
a grain elevator and smashed into his 


protective headgear. 


Wilfred Patrie, employed by Algoma 
Steel Corp., was struck by a chunk of 
coal weighing approximately 10 pounds. 
It had fallen 30 feet. Thanks to his 
hard hat, Patrie was not seriously in 
jured, 











For Prompt, Continued 
Relief Of Pain 
... Rapid Healing... 
eee 








| © ANALGESIC 





FOULLES 


LIQUID OR OINTMENT 


First in First Aid for treat- 
ment of © Burns @ Sunburn 
e Cuts ¢ Abrasions © Skin 
Irritations © Insect Bites 


FOILLE Antiseptic-Analge- 
sic is a dependable, conven- 
ient, surgical-type dressing 
which has won wide use and 
acceptance by Doctors, Hos- 
pitals and Industrial Plant 
Clinics over a period of twenty 
years. 


*You are invited to request litera- 
ture and samples. 


CARBISULPHOIL COMPANY 


2935 Swiss Avenue © Dallas, Texas 














Q 


V) 


For 58 years the most 
dependable source for: 


Cots and Stretchers 


Ambulance cots 
for all styles 
of vehicles 


Stretchers 
for every need 


Insist on the Best. 
Buy Bomgardner 
Equipment 


The Bomgardner 


Manufacturing Co. 


P.O. Box 567 


Edgewater Br. 
Cleveland 7, Ohio 
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A PLASTIC-SEALED identification card 
is actually a key under a new electronic 
lock system developed by Card Key 
System, Ine. Only the properly coded 
card will open the lock—which has 





ovel 1,000,000 possible combinations. 
The Card Key system ends worries 
over sleeping guards, duplicated keys, 
and “picked” locks. The system is 
particularly useful in controlling en 
trances to research laboratories, electri 
cal power stations, production lines, 
stockrooms, tool cribs, and = security 


ireas. 


Circle No. 161 on reader service card 


THE DANGERS of microwave exposures 
were covered in an article in the Feb 
ruary 1956 issue of OccuUPATIONAI 
Hazarps. Safety engineers were warned 
to be on the look-out for dangerous 
X-rays generated by electronic applica 
tions. The Victoreen Instrument Co. has 
developed a low-energy survey meter 


for just such type of testing. It will 
measure very low-energy X-rays with 
tolerance level intensities of as little as 
six milli-roentgens per hour. It is de- 
signed to measure low-energy X-rays, 
low-intensity X-rays, beta rays, and 
beta and gamma rays in the presence 
of an intense radio frequency field. 


Circle No. 162 on reader service card 


ULTRA-SAFE cartons will be used in 
the packaging of many chemicals pro- 
duced by Fisher Chemical Mfg. Div. As 
shown, many reagents will be available 
in cases of four one-gallon bottles. Each 
of the boitles will be sealed in a iwo- 
layered, double-corrugated carton. Top 
of the carion is triple-layered. The car- 
tons provide uniform storing, and are 


PRODUCTS / 








said to be safer and more e 
than others 
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A FREE INSPECTION service for sling 
chains is being offered by S. G. Taylor 
Chain Co. Inc. All slings delivers 
freight prepaid to the firm’s Hammor 
Ind., plant will be thoroughly test 
weak links and attachments. Wri 
estimates are furnished in case 

need repair 


Circle No. 164 on reader service card 


1957 CALENDARS, produced by Keith 
Clark Calendar Co., will carry safety 


messages. Special tabs mark off each 


month. On the front and back of each 
of these tabs appear safety theme 
illustrated in cartoon style. 


Circle No. 165 on reader service card 


A NEWLY DESIGNED unit to control 
fumes, odors, and microscopic solids 
has been recently introduced by John- 
son-March Corp. Known as the Type A 
Hydro Precipitator Scrubber, the unit 
has performed at 99.8% efficiency with 
dust loadings at five grains per cubi 
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foot and 70% of the material below 
five-micron particle size. 
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LINEMEN will like the new 
of vinyl coated nylon, recently devel 
oped by Miller Equipment Co., In 


The bag is unaflected by severe weather 


glove bag 


anes 


ee, 


a: aay 


conditions. It carries a safety message 
in silk screen lettering, “Always Wear 
Your Gloves.” The snap or fastening 
to the lineman’s belt is reinforced in 
side and out with leather. 


Circle No. 167 on reader service card 


DEAFENING NOISES are absorbed by 
new portable “sound-catchers,”  intro- 
duced recently by U. S. Gypsum Co. 
Known as “Acoustosorber,” the prod- 
uct Is composed of an outer sheet of 
perforated aluminum backed with a 
mineral fiber blanket. Designed to be 
suspended from the ceiling, the product 





weighs less than two pounds. Manufa stallation. Approved by the Civil Aero- 
turer claims that apparent noise level nautics Administration, the two-inch- 
can be reduced by as much as 50% wide belt betters the C.A.A. required 
through the use of “Acoustosorbers.” 2,.250-pound material strength regula 


tion 


Circle No. 168 on reader service card 
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16-CARAT GOLD lettering is used for 

the Kivar-covered magazine storage files THE OSCILLATING BLADE feature of 
made by Jesse Jones Box Corp. The high speed Stryker light duty in 
files provide an excellent means fot 

storing back issues of OcCUPATIONAI 

Hazarps. Two files will hold a complete 

year’s editions. 


Circle No. 169 on reader service card 


swab wr toilet brushes. Pleas 


tly-scente sowlette is not an acid 
THE HARNESS ASSEMBLY for Ansul eras sca hea ~~ 


fives Oif nO noxious 
Chemical Company’s new © Saf-Driv 


( by Brulin & 


Circle No. 172 on reader service card 


istrial hand saw makes it safe for use 


stics. light metals. bone, wood, AUTOMATIC CONTROL of assembly 


1 plaster. The blade will not cut line motion is 


and accomp!| shed with a new 
flesh or cloth. The unit is complete with proximity switch, developed by Minne 
wide variety of blades ipolis-Honeywell Regulator Co The 
Circle No. 171 on reader service card switch, waich hes » moving parts, 
works like a “magnetic detective” to 
lo objects containing iron on as 


lines, in liquids, and even the 
BOTTLE-APPLICATOR for Bowlette, a parts oft iutomati machine 


automotive safety belts provides metal liquid cleaning compound for pores Phys 
to-metal contact for all movement, pro lain and vitreous ware, is of unbreak 
tecting the webbing from weakening ible polyethylene plastic. An attached 
Shown here is a double front seat in rubber sponge eliminates the need for 


ical contact with the work 
is eliminated. Detection is a 
, 


complished DY the obje t’s passing 


through a magnetic field set up directly 








HUNDREDS OF PLANTS SOLVE NO-TRAX MATS 


HELP YOU KEEP 


PROBLEM OF SKIN INJURY FLOORS CLEAN 


““Kerodex” Offers Truly Effective Protection 
Against Skin Irritants 








Ae . ; EVEN 
Irritation from epoxy resins and amine hardeners, 


a ‘ > IN THE WORST 
dope,” solvents, cutting oils, and many other highly WEATHER 
damaging substances is no longer a problem when 


“Kerodex” prevents contact with the skin. Hundreds maneny important to safety men is the fact that 

i “4 NO-TRAX mats reduce the hazards of slipping and 
of plants find “Kerodex” successful where other bar- falling. Rubber link mats prevent wet, sticky mud, 
snow and slush from being tracked througa your build- 
ings. Employees’ shoes are wiped clean by “Squee- 
“Kerodex’’® spreads on easily and acts like a glove Gee” action. Tapered edges prevent tripping. Sure 
that is invisible yet strong and flexible. Does not ve oe ae ee oe oe 


Contact your local Janitor Supply or write 


rier creams fail. 








smear. Does not affect materials handled nor is it 
affected by them. Available in two types. For full 


information write to Ayerst Laboratories, 22 East SUPERIOR RUBBER Mfg. cy 
goth Street, New York 16, N. Y. 5670 501 WEST 82nd STREET * CHICAGO 20, ILL. 


Monvfacturers of No-Trax Mats for all types ef service. 
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For Safety's Sake 





Ventilate 
CONFINED Places 
with 
Vano Design ‘‘C’’ 
Ventilator-Exhauster 


; Ideal for withdrawing welding 

: : : _. fumes from confined places or 

See directly from the welding rod. Pro- 

FLU R-O-LOCKS: > : J vides greater safety, greater comfort 
ss “a for workers... leads to greater 

me ae work efficiency. Can be furnished 
For safety and efficiency. id WA LR wv with 8” suction inlet to which 8” 


non-collapsible suction tubing may 





~, } A! be attached... or provided with 
- ° | Ze r Itipl i les f "4 and 
Lock fluorescent lamps against accident. | als —— 
| Lik Other types are also available for 
. . . | ee supplying fresh air to men working 
Falling lamps can Cause inestimable damage to hea engi ww vac here removed in confined places, such as tanks, 
y this Vano Ventilator-Exhauster. 
° ee manholes, drums, boilers and ship- 
products and/or machinery, and severe injury to | | holds. 

' 1 For full details on Coppus Vano 
personnel. } EEG» : Design “C’’ Ventilator-Exhauster 
f ut — write COPPUS ENGINEERING 
” CORPORATION, 310 Park Avenue, 

Worcester 2, Mass. 








Used and recommended by leading fluorescent 
lamp manufacturers. 











ore here withdrawn by tripod-mounted 
Send for Catalog 


Vano Ventilator-Exhauster. Note non- 
collapsible suction tubing and discharge 


e | FUMES FROM A REACTOR KETTLE 
tubing. 


LADUBY COMPANY, INC., BRANFORD, CONN. 


7 It's here —the “Oil-X Suit” — scientifically de- 
signed and made especially for protection 


against all petroleum products. They can’t eat 


away or destroy this suit. It’s double-coated, in- 
— side and out, with neoprene. Impervious—so oil 


products can’t seep through and irritate skin. 


nh Can be laundered or dry-cleaned. Available in 
—> _ OR YOU! yellow or aluminum. Look into new “Oil-X Suits” 
_— « 


for your men now! 




















STEEL-TOE WORK SHOE 
e black ‘‘Royal-Tuff"’ finish 
e steel shank, tempered 
rubber outsole NEOPRENE 

SHORT BOOT 
e maroon e cleated 
outsole e ‘‘Shock- 
proof” insole 


at 
y) 


oom 
. 


ai 











ROYAL 


FOOTWEAR 

















wane matte | U.S. INDUSTRIAL RAYNSTERS® 
U.S. ROYAL RUBBER FOOTWEAR 


United States Rubber 


Rockefeller Center, New York 20, N.Y. 
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switch’s end, COMPLETE SAFETY for 


its 


the 
with 


in front of 
The switch, 
cated in a 


sensing 
control relay lo 
safe leased under the 


Crutshoe” by D & L 


area, can perform in 


explosive atmosphere. 
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SQUEEZE-TO-USE tubes 
are now being. used in the packaging 
of SBS-30 Waterless Skin Cleaner, pro 
duced by Sugar Beet Products Co. The 


polyethylene 


to fit any 
Made of 
120 


safety 


designed 
walking 
the 


aid. 


tip contains 


which assure 
REMOVES Gp, 


; and uneven surfaces. 
IN HALF Tye y,, . 


is provided by a new crutch shoe, re- 
name 
Products. It is ‘sy 


natural 
gripping 


even 


crutch users A NEW KING-SIZE plastic adhesive 


has been added to the unit 
first aid kit by Medical Supply Co. The 


bandage 
of “Saftee- 
bandage provides a needed overlap 
which keeps it secure when the fingers 
work. Sixteen 


unit 


during band- 


pac ked per 
into the standard unit first aid kit. 


are flexed 


ages which fits 


Circle No. 177 on reader service card 
IT "ROLLS UP" and “floats down” steps. 


The truck, 


particularly suited to transfer of heavy 


new. stair-climbing hand 


standard crutch or 


rubber. 
angers 


irregular 


on 


Circle No. 175 on reader service card 


LONG-LASTING COLOR and lustre are 


promised for 


signs 
tubes can be dispensed to individual 
workmen, to be their tool 
The ( le anser lanolin 
and is effectively used to prevent der 


matitis. 


stored in 
boxes. 


molde 


They are 


contains 


ng, 


Circle No. 174 on reader service card Circle No. 


made of 
butyrate plastic, a product of Eastman 
Chemicals Products, Inc. 
in sizes to meet spec ific 

rust-proofed and non-tarnish 
providing long-lasting lustrous life. 


176 on reader serv'ce card 


Penite 

bulky 
Cratt 
signed 


produced by Valley 
The truck is de 
ratchet mechan 
to roll 


items, Is 
Products, 
with a 


The signs are Inc. 


spec 
enables it 
the 


I wo-wheel 


needs. ial 


ism which up stairs 
pulls a 


brakes 


step-by step as operator 


drive cable safety 





SOLVE YOUR PLANT 
Je] ai, lem a. fe) =) & = b- 


CIGARS, MATCHES 
IMMEDIATELY EXTINGUISHED 


Like 60% of the leading U.S. industries, 
you, too, will find that safe and economical 
SIPCO Dunking Stations prevent fires — pro- 
mote good housekeeping on the job. No smol- 
dering — no fire hazards! Built specifically for 
hard industrial use, and abuse, and will last 
a lifetime. 


UNIT No. 1— Heavy cast alu- 
minum canister, attractive 
metal sign, upright heavy 
weighted base. 42” high, wt. 
25 Ibs. 


UNIT No. 2—Same as above 
except without upright and 
base. For mounting on walls, 
columns and posts, wt. 5 Ibs. 
UNIT No. 3—Canister alone 
with mounting bracket. 


MOKED, 

OD HOUSEREEPING 

REWENTS FIRES 
y "EM MERE 


WRITE FOR 
ILLUSTRATED 
FOLDER 


al sin 


INDUSTRIAL PRODUCTS CO. 


D AVE ° PEORIA 
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Get rid of antiquated methods 
such as pouring, drawing, siphon- 
ing, spigoting. Install Tokheims! 
These high-vacuum pumps are in- 
valuable in maintenance and pro- 
duction work; they help build a 
barrier against fires and accidents, 
halt waste, speed production, and 
improve housekeeping. 
Tokheims deliver up to 20 gal- 
lons per 100 strokes. No piston 
to leak, stick, or freeze. Available 


Delivers on - . . . 
See ee with hose or spout outlets. 
forward strokes. 

Call your dealer, your 
Tokheim representative, 


Alternate materi- s : 
or write for literature. 


als are available 
e 


General Products Division 


TOKHEIM CORPORATION 
Designers and Builders of Superior Equipment Since 1901 
1682 Wabash Avenve Fort Wayne 1, Indiana 
Foctory Branch: 1309 Howard St., Son Francisco 3, Colif, 
In Canada: Tokheim-Reeder, 205 Yonge St., Toronto 


OKHEIM 


HIGH VACUUM 


HAND PUMPS 
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allow perfect control of the load. In 
cluded is a belt which can be wrapped 
around the load either vertically ot 
horizontally 


Circle No. 178 on reader service card 


STAIN-RUST REMOVER is the name 
for the new cleaning spec ialty from 
Huntington Laboratories, Ine. Phe 
powder dissolves and removes stub 


born rust streaks and metal tarnish, 


stains, and grease and oil from a 
wide variety of hard surfaces. It can 
be used safely on ceramic tile, poree 
lain, machinery, electrical equipment, 
hrome plating, and marble and con 
crete floors. It comes in a_ 12-ounes 
shaker top can 


Circle No. 179 on reader service card 


TANK REPAIRS without welding are 
possible with a new epoxy resin com 
pound, known as Sonite. It is produced 
by Smooth-On Manufacturing Co. Paz 
ticularly suited for areas where flam 


mable materials are handled, Sonite, 
used with glass cloth, provides patches 
with test strength over 1,000 psi. It is 
brushed on over layers of glass cloth. 
The material is oil and waterproof, re 
sists acids and alkalis, and will with 
stand temperatures to 200° F. 


Circle No. 180 on reader service card 


“GRIPS OF STEEL" is the term used to 
desc ribe the drop-forged wire rope clips 
recently introduced by Wire Rope Div. 
American Chain & Cable Co., Inc. The 
base channel is shaped to hold the wire 
rope securely without damage to in 
dividual strands. The rope clips can 
be applied on the job. No spec ial tools 
are required. Hot-dip galvanizing pro 
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the approved SAFE way 
to handle flammable liquids 


A complete new line with a good old name 
Listed by Underwriters Laboratories 
Approved by Factory Mutua! 

Available in 5 sizes from] qt. to 5 gal. 

No waste, no splash, no spill 

Strong I-piece construction — no seams 
Self-adjusting guard cap prevents leakage 
Safe for handling all flammable liquids 


1 ot. 2 ot, 1 gal. 
Safety Cans come 
with trigger - grip 
handle, as illustrated 
at top right. 214 and 


Order from your supplier or write for information. 
5 gal. sizes feature The new Eagle 1955 catalog showing the Complete 


os - Line is now available free. 
yp ce gia handle Eagle products cre also available in Canada. 


MANUFACTURING COMPANY 
Wellsburg, W.Va. 


Serving Industry Since 1894 














“GARDWELL” 


ING 
eETY CLOTH 
ge EQUIPMENT 
ERY INDUSTRIAL 
For maximum protection at lowest cost specify 


GARDWELL, designers and manufacturers of 
safety clothing and equipment since 1924. 


\, “FRANK” 
LEGGINGS 

“x AND 
fam 


SPATS Gad 
GLOVES & MITTENS 3 


FIRE 
APRONS BLANKET 
CONTAINER 
4 
WRITE FOR LATEST ILLUSTRATED CATALOG 


NO. 501 — SHOWING COMPLETE LINE 
* DEALERSHIPS INVITED + 


CLOTHING & EQUIPMENT (2% 


1990 EAST 69th ST. ° CLEVELAND 3, OHIO 
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A GOOD IDEA for use as safety award 
is s flashlight-flare combination set 
now being produced by Olin Mathieson 
Chemical Corp. It contains a flashlight, 
two flashlight cells, two red flares, and 


tects the bolts against rust and 
rosion. 


Circle No. 181 on reader service card 





[SuperGard — 





SuperGard Form-fitting headgear, easily cite _ an 





SAFETY HAT © CAP with full-floating 
HEADGEAR .. . adjustable sizes 6% to 8 


Molded from a flame retardant, waterproof material in seven 
different brilliant, permanent colors—red, ye!low, blue, white, 
grey, green, brown—''SUPERGARD" exceeds all Government 
Specs. for impact, penetration, electrical resistance, flamma- 
bility, etc. . . . In the various adjustments, each change is 
positive and secure. Cool and well ventilated, for wearing in 
the sun—"'SUPERGARD" is also supplied with a half-liner for 
frosty weather and a faull-liner for frigid temperatures. There 
is no metal of any kind in its construction. . . . Easily sterilized, 
there is nothing that need be replaced in "SUPERGARD", when 
reissued, but the wrinkle-free sweatband, which comes in 
leather or leatherette . . . ""SUPERGARD" is also available 
with goggles; faceshield; welding helmet; half or full liners for 
cool and cold weather. ... Send for completely descriptive 
catalog pages and prices. 


The BOYER-CAMPBELL Company 


6548 St. Anto’ne Safety Division DETROIT 2, Mich. 
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i flare stand. It is designed for storage 


in a car’s glove compartment. 


Circle No. 182 on reader service card 


COMPLETELY SELF-CONTAINED is the 
portable analyzer and alarm system for 
combustible gases recently leveloped 
by Davis Instruments Div., Davis 
Emergency Equipment Co. It provides 
1 continuous sampling of combustible 
rases. The system is operated by a 
motor-driven pump mounted inside the 
unit. 


Circle No. 183 on reader service card 


SITTING PRETTY is this model who 
likes the built-in comfort of Anti 
Fatigu Matting, manufactured by 


OT See 


Ace Hose & Rubber Co. The special 
matting ts composed of a corrugated 
rubber platform permanently bonded 
to a live sponge rubber base. It forms 


i firm suction grip to any surtace. 


Circle No. 184 on reader service cord 


LIGHT WEIGHT, economical, comfort 
able, and highly resistant to damage 


is the new molded sole, FethrKork, 


manufactured by Gro-Cord Rubber Co 
It has excellent resistance to oil, acids, 
chemicals, heat, abrasion, and chipping. 
FethrKork is composed ot Neoprene 
and cork, buffed on both sides. Avail 
able for both soles and heels. 


Circle No. 185 on reader service card 


COLOR will be introduced along with 
other innovations in the 1957 line of 
electric hand and face dryers from 
American Dryer Corp. The new line 
will be available in white, white and 
nickeloid satin stripe, black, copper, 
and red, all as standard colors. Single 
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und wher 


forward 


No wire connectio 
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DANGER—ENGINE EXHAUST 
the Gill Spark A 
d over the exha 
er generator. Ds 
rill, a fire prever ) , 
McClellan Ait rece | afl 
irresters con haust notors. The arresters were fully teste 
Circle No. 186 on reader service card sparks from internal combustior to satistaction in areas ol fueling 


nozzle and double nozzle units are 
available The e models carry i 


factory warranty of 3 nonths 
} 





NOW'S THE TIME to start thinking 
about winter needs. One it portant im 
provement, in the use 

melting compounds, has 

the producer of “Melt,” 

trial Co. The manufa:ture 


‘“Melt” will not cake or 





with 
non-sparking 


aluminum ladders 


get better 
CO-LITE 


ay 


L 
the container. It is said to have 10 F \ Aluminum Ladders. They < 


times greater thawing capacity than 
flake calcium chloride. The material 
quickly dissolves ice and snow without 
any 
leaving a residue or harming vegeta : _ 
; ; wood ladder you can own. Ex- 
tion, rubber, asphalt, or concrete. A 4 : 
isive ALCO-LITE construc- 


phosphate-type rust inhibitor protects 
for indus- 


metal from deterioration. 
re than meet 
Circle No. 187 on reader service cord ne of a 
ests OF the 


iders Associa- 


A MECHANICAL BACK-UP ALARM for 
trucks has been announced by E. D 
Bullard Co. Attached to the rear wheels 





Joubdle 
r d, front and back, on 
both sides of the ladder 


type 100 





OTHER ALCO-LITE 


’ PRODUCTS 
Write are 
Folding Ladde 

Platform Ladder 
today sorter 
Warehouse 


for Ladders 


xtension 


Ledders 


Further cafe j Lede 
of dual-wheeled vehicles, the alarm Details 


provides a warning to workers that a 








truck is moving in reverse. It is so de 
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NOW, use THis 
SANI-MISTER 


FREE... 


ATHLETE’S 
FOOT 


with SAN/-MIST 


the new 
sanitary way 


Makes Foot Baths and 
other methods obsolete! 


AND PEOPLE LIKE TO USE 
SANI-MIST, 


freshes” 


because it “re- 
their feet. It’s so clean 
and sanitary ... as personal as 
your own toothbrush. Kills ath- 
lete’s foot fungi in 30 seconds 
with no chance of dilution or 


contamination. 


You buy only the Sani-Mist So- 
lution, the spray dispenser is 
leased at no charge for as long as 
you use Sani-Mist. Write today 
for the name of your Sani-Mist 


dealer. 


SANI-MIST inc. 


Dept. OH © 1724 Chestnut St. 


Philadelphia 3, Penna. 
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Circle No. 118 on reader service card 


operations. They are being used on 


all kinds of 


adapted for use on chain saws. 


vehicles, and are being 
Com 
mercial manufacture and distribution of 
Eric kson 


the item = are 
Products Co. 


handled by 


Circle No. 189 on reader service card 


THE EASY WAY to unload light trucks 


is with a “Jiffy-Lift” elevating tailgate, 


West Body & 
Mfg. Co. The unit supports weights up 
to 600 pounds, 


manufactured by Mid 


Circle No. 190 on reader service card 


SURE FOOTING 
skid abrasive 
recently introduced by 
of America. The 
metallurgically bonded 
of the aluminum plate. 


is provided by a non- 
tread plate, 
Aluminum Co. 


aluminum 


layer of abrasive is 
to one surtace 
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ELIMINATING BANDAGES or dressings, 
the new push-button burn relief spray 
from General Scientific 

] 


Equipment Co. 


eves pain and promotes healing of 
aad 
= » 
“ 
+0 
ae? 


.. 
Dy 
aN 


scratches, and other minor 


skin burns, 

irritations. The product, G-63, is 
é used for treatment of insect bites. 
The invisible film 


ray isolates the 


deposited by the 
| irritation and keeps 


the skin moist and soft. 
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A NEW LINE of scintillation detectors, 


designed for use with scalers, rate- 
meters, or gamma ray spectrometer sys- 


Nuclear 


Four 


tems, has been announced by 
Instrument & 
available: three are 
the fourth is a 


Chemical Corp. 
els are probe 
well counter. Each 
and quickly 
other 


is easily 


of the three 
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Proper immobilization at scene of 
accident with new stretcher 


Here's another use for the versatile new Hag: 
gard’s all-purpose stretcher kit. No matter 
what type of stretcher you now have, you 
have need for the new Haggard. It does all 
the things any stretcher can do, plus many 
more. It is a complete unit ready for instant 
use anywhere. ,It is so compact that it fits 
into a car trunk. Lightweight, only 28% 
pounds complete with case, blanket, first aid 
supplies, and accessories. It’s such a totally 
new concept in utility, versatility and prac- 
ticality that you should investigate it at once. 
See how easy it is to store, transport, and put 
to use. See all the advanced, needed features 
that make it a combination litter, fracture 
board, traction splint, and resuscitator. Com- 
pact, convenient, complete. Ask your MSco 
distributor for a demonstration or write Med- 
ical Supply Company, Rockford, Illinois. In 
Canada, Safety Supply Company, Toronto 2, 








HEAD-O-GARD 


HAT FELT 
HELMET LINER 


For every worker's 

helmet Corruga 

tions protectag ainst 

harness-caused head 

irritations. Made of 

quality hat felt 

Order Head-O- 

Gard in same size 

as adjusted helmet nA 

sweatband Sizes c 

Protects against factory dust and 
chemicals 

Can be worn under welder's helmet 

Protects against cold 

Easy to clean 

Will not shrink or lose shape 

Can be worn with ear muffs 


One Piece Head Warmer 


FLEECE LINED 
FOR COLD WATHR 
COMFORT 


Suede fabric interwov 
en with soft inside 
fleece for comfort, Top 
straps tie onto harness 
to prevent helmet from 
falling off 


Louis A. Gann Corp. 


1300-1302 Light Street 
Baltimore 30, Maryland 


79¢ 


Sar es Mailed on Request 


We invite inquiries from distributors. 
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Acts Twice as Fast as Aspirin 


‘\. Does Not Upset the Stomach 


=~ 


THE BETTER-TOLERATED SALICYLATE FOR INDUSTRIAL PATIENTS 


When workers complain of headache, or other 





: BUFFERIN is easy to dis 
minor aches or pains, BUFFERIN gives fast relief but — een ak. 
seldom causes gastric upsets, even in large doses.’ age—250 individual alumi- 
; num foil-lined packets, each 
Workers with minor arthritic problems can be 7 Barro. pan er po 
kept on the job with Burrerin. Although arthritics = He! rs os eee 
are markedly more susceptible to straight aspirin outs you oully 1346, 
than the general population, they tolerate BUFFERIN 
well.” 


Each Burrerin tablet contains 5 grains acetyl- 





salicylic acid plus magnesium carbonate and alu- | 
ca 
References: 1. Ind. Med. 20:4 








minum glycinate. 


BRISTOL-MYERS COMPANY, 19 W. 50 St., New York 20, N.Y. 


A similar package available from Bristol-Myers Co. of Canada, Ltd., 3035 St. Antoine St., Montreal 30. Canada 
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TO ORDER BABY PHOTO REPRINTS 


Orders for reprints must be received by the 10th of 
the month following publication. Shipment in 10 days. 


Prices are as follows: 


1-19 copies, 25c each 
20-49 copies, 20c each adie 
; t chu telis how l 
50-99 copies, 15¢ each é for that extra degr 
ness on both inde or and ou 
Over 100 copies, 12¢ each Suaiches’ of eaailahle 


> provided 


Circle No. 205 on reader service card 


AORE THAN 30 types of head and eye 
rotection equipment are included in 
four-page bulletin from Dockson 
rp. Some of the products covered 
re welders’ goggles and helmets, plas 
ie eye savers, spectacle-type goggles 
Please send me additional information and literature on items circled below. e shields, masks, hats, and lenses. 
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Name . 





Position 


Kind of AFETY APPAREL including glove 


Company ‘ - Business ling, and protective clothing, and 


afety eyewear are depicted in a 12 

Street oe . , F 
log from Sager Glove Corp 
City 





ns on specific items for par 








ar usages are wi luded. 

21 41 51 

22 42 52 

23 43 53 

24 44 54 

25 45 55 YOISE ANALYZERS and_ sound-level 
26 46 56 neters are shown and reviewed in a 
27 47 57 roduct information sheet prepared 
28 48 58 ry Generai Radio Co. Four such 
29 49 59 es of equipment are covered. 

10 30 50 60 


Send More Information On: 
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PROVED ANSWERS to Successful A 
” ation,” is the title of Bulletin PA 
recently published wad new-en 
edition by Photoswitch Dit 
onics Corp of America. The 24 


ustrated brochure contains de 


DO NOT USE AFTER 1-15-57 

















specifications complete descrip 
ive data, and operational charts o7 


FIRST CLASS 
Bang ph *hotoswitch “packaged” photoelectriv 
B U S 1 N E Ss S R E P i Y 2 A ~ D : CLEVELAND, OHIO. ystems for industrial control applica 
NO POSTAGE STAMP NECESSARY IF MAILED IN THE UNITED STATES * ons 
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"BETTER HEARING” is the title of a 


ew magazine being published by 
OCCUPATIONAL ee 


ng to its publisher, is “to channel 


he latest, reliable information on every 

yhase of the hearing problem to hear 

ng-handicapped people and the pub 
Uh 


ic. p to 12 copies are furnished free 






































o physicians and rehabilitation or 





812 HURON ROAD CLEVELAND 15, OHIO 


























Reader Service Card 


BOOKLETS — CATALOGS — PRODUCTS 


Use these Reader Service Cards to obtain information on 
any item in this issue: adevrtised products, Useful Litera- 
ture (page 133), New Produets (page 123), Literature in 
This Month’s Ads (page 136). 


Simply circle on a card the key numbers of the items on 
which you want to receive data, and fill in your name and 
address. We shall forward your requests to the companies 
concerned, 




















FIRST CLASS 


OPP reer rrr rrrrr rrr rrr rer ere rrr rrr errr errr reer rir) PERMIT No. 8066 


BUSINESS REPLY CARD 
NO POSTAGE STAMP NECESSARY IF MAILED IN THE UNITED STATES 


\ A T PPP PP PPP PPE EEE EEO ECOSOC. © 8 fo 
\ cts 3c POSTAGE WILL BE PAID BY: Reader Service Department 


SEC. 34.9 P. L. & R. 
CLEVELAND, OHIO 




















‘\. Does 
os OCCUPATIONAL 


~~ HAZARDS 


THE BETTER-TOLERAT S812 HURON ROAD CLEVELAND 15, OHIO 


When workers complain of heaa 

































































minor aches or pains, BUFFERIN giv: 


seldom causes gastric upsets, even 
Please send me additional information and literature on items circled below. 
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Name sea oem . . . Position 





Workers with minor arthritic p 
kept on the job with Burrerin. Alt 
are markedly more susceptible to 

7 : Kind of 
than the general population, they to Rita se Sc cicis ceisendeyccsscans ao 


well.” Street 


Each BUFFERIN tablet contains City 











salicylic acid plus magnesium car aa ak 
22 32 42 52 
23 33 43 53 
24 34 «44 «54 
25 35 45 55 
26 36 46 56 
27 37 «47 :«57 
28 38 #48 58 
29 39 «49 «359 
10 39 40 50 60 
Send More Information On: 


minum glycinate. 


BRISTOL-MYERS 


on cvuveawhr — 


A similar package available from B 


oO 


DO NOT USE AFTER 





USEFUL LITERATURE 


BUILD PROFIT by curbing waste, says 
a recently-issued catalog from Clarksor 
Co. The catalog completely outline- 
the Clarkson plan of eliminating waste 
manpower, materials, and efforts 


Circle No. 194 on reader service card 


AUTOMATIC DOCKBOARDS, for fast, 
safe, completely mechanized materials 
handling, are presented in a four-pag 
Bulletin No. D-160) trom Kelley Co 


Inc. The catalog explains and diagrams 


€ 


features for both the recess and pac k 
aged models, in addition to supplying 
information relative to faster, safer, and 

y J 
easier operation of material handling 
equipment. 


Circle No. 195 on reader service card 


RETRACTILE CORDS OF 1000 USES 
are presented in Catalog 556, published 
by Koiled Kords, Inc. More than 25 
illustrations picture the many uses for 
the springlike cords. Application charts 
are included for easy ordering. 


Circle No. 196 on reader service card 


A VISUAL WARNING SIGNAL, Py/e 
Gyralite, is shown in operation in Bu 
letin 632 from Pyle-National Co. As 
shown, the signal can 06e used for 
emergency vehicles, on hazardous mot 
ing equipment, as danger crossing 
markers, and for utility repair creu 


warnings. 


Circle No. 197 on reader service card 


TWELVE SPECIFIC REASONS for pro 
viding your workers with American 
Optical safety glasses are included in 
that firm’s recently issued bulletin 
S-5169, dealing with the AO line of 
F5100 metal safety glasses. The bro- 
chure also provides ordering informa 
tion, 


Circle No. 198 on reader service card 


32-POINT CHECK LIST for lift truck 
preventive maintenance uw ume luded in 
the new pocket-sized operator's manual 


: , r 
prepared by Towmotor Corp Indexed 


Circle No. 199 on reader service card 


POWER GENERATORS of the 400-k 
100-kva, 60-cycle type are fully cover 
in a brochure from Kato Engineer 


Co. The booklet is free for the asking 


Circle No. 200 on reader service card 


CLEAN, INSTANT, LOW-COST 
with Insto-Hot salamanders is a 
ect reported in a two-color 
prepared by Insto-Gas 
shows hou 


salamanders 


Circle No. 201 on reader service card 


THE DO'S AND DONT'S of using ar 


uring for sling chains are outline 
on a 22” x 28” wall chart, issued 


McKay Co. Printed on heavy yell 


stock, the chart carries cartoon illustra 


f 


tions of sling safety principles 


Circle No. 202 on reader service cord 


ELECTRONIC air cleaners are 


LEScri n an eight-pag 
E40). eased recently by 


how the ar 


control al 
igineering 


apa tv tables ot 


Circle No. 203 on reader service card 


ALL AROUND eye protection is a 
reviewed in literature from Watcl 
ket Optical Co. Featured are Eye-Sa 


yiass and oggles 


Circle No. 204 on reader service card 


BOLD FLUORESCENT COLORS 


fety 


re effective job on vot 


ers. The f story is explaine 


; 
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r-page bulletin trom Lawter Chemi 


» thes 
both ind 
Swatches of available 


provided 
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MORE THAN 30 types of head and eye 


protect 


ion equipment are included in 
i four-page bulletin from Dockson 
( Tp 
ire welders’ goggles and helmets, plas 


Some 


of the products covered 
t eye savers, spet tacle type goggles 
shields, masks, hats, and lenses. 
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SAFETY APPAREL, including gloves 
adding, and protective clothing, and 
evewear are depu ted in a ]2 

log from Sager Glove Corp 

rgestions on specific items for par 


ar usages are included. 
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NOISE ANALYZERS) and _ sound-level 
meters are shown and reviewed in a 
product information sheet prepared 
General Radio Co. Four such 
eces of equipment are covered 


Circle No. 208 on reader service card 


PROVED ANSWERS to Success/ul A 
ton ation,” is the title of Bulletin PA 
recently published in a new-er 
edition by Photoswitch Dit 

s Corp. of America. The 24 
illustrated brochure contains de 
specifications, complete descrip 

lata, and operational charts or 
switch pac kaged” photoelec tru 


ystems 


or industrial control applica 


Circle No. 209 on reader service card 


BETTER HEARING" is the title of a 

w magazine being published by 
Zenith Radio Corp. Its purpose, accord 
ng to its publisher, is “to channel 


t ' 


e latest, reliable information on every 
phase of the hearing problem to hear 
z-handicapped people and the pub 
* Up to 12 copies are furnished free 
to physicians and rehabilitation § or 





USEFUL LITERATURE 


USEFUL LITERATURE . 


USEFUL LITERATURE . 





ganizations; additional 

ach. Hard-of-hearing individua 
furnished up to si 

additional copies 


them at 5c eacl 


Circle No. 210 on reader service card 


DERMATITIS and skin infecti 
ing your profits? This question 
by a pocket-sized folder pul 
{rmour & Co. It notes that 
and skin infections cost iwndustr 
$100.000.000 vearly. Recommends 
of Armour’s Formula #99, anc 
and bar Dial Hexachlorophene soa 
preventing skir diseases are 

in the folder, 

offer. 


Circle No. 211 on reader service card 


THE AMAZING wet collection m¢ 
for controlling industrial dusts is 
ported in an eight-page bulletin 
920) from Pangborn Corp. The 
letin deals with the operation of P: 
born’s Ventrijet dust collection syste1 
Entire operation of the unit i 
plained. Branch offices are listed 


Circle No. 212 on reader service card 


A WORK PLANNING GUIDE 


ing 90 daily work sheets, | 


prepared as a wall hanger 


hoi keeping personnel I! 
lousekeeping ] onn 
Floor Vac hine Co i ork 
assignments and contain 
j I ot 
column for obs complete 
page contains suggestions 


loor care. 


Circle No. 213 on reader service card 


A SAFETY SOLVENT with deterge 
tion, Turco-Solv, is reviewed in a 
page folder published by Turco 
Folder A-28 contains tl 


useful charts which cover toxicity, flask 


ucts, Inc. 
point throughout evaporation cycle, and 
evaporation rate of Turco-Solv as 

pared with other commonly used safet 


solvents. 


Circle No. 214 on reader service card 


AIR, DUST, FUMES, gas 
matervuils are moved quict 
through Flexaust hose a 
duct, according to literature 
by Flexaust Co. The hose and 


be used wit! 


pressure, Su 


installations The product story 
i/ data, and installation data are 


from the compar 


Circle No. 215 on reader service card 


REMOTE CONTROL systems for two 
position discreet operation of starters, 
pumps, valves, loaders, gates, and othe 
machines and devices are detailed in 
1 recently-published four-page bulletin 
from Sparton Control Systems Div 
Sparks-Withington Co. Outline of uses 
schematic drawings of installations, and 
a specification chart are included in the 


manual. 


Circle No. 216 on reader service card 


WELDING AND CUTTING eg 

s reviewed in a_ four-page 

sheet from Dockson (¢ orp. Suct 
egulators. torches, hose ul 


ace shie ds, helmets, goggles, and 


y 
nictured and describe 


Circle No. 217 on reader service card 


THE STORY of the use of Neoprene for 
safety shoe soles and other severe seri 
ice tasks is told in an eight-page bul 
letin, recently released by Elastomers 
Div., E. I. DuPont de Nemours. T 

history of Neoprene is reviewed, alon 
with specific uses for the syntheti 


rubber. 


Circle No. 218 on reader service card 


THE PICK-UP us the title ot 
artoon-styled booklet from M 
Vig. Co., describing the advant 
magnetic pu k ip tools. Various 
of permanently magnetized tool 


issed, and priced 


Circle No. 219 on recder service card 


A SIMPLIFIED GUIDE for the prepara 
tion of fire alarm specifications has been 
prepared by Edwards Co., Inc Phe 
10-page bulletin discusses in detail th 
National Fire Protection 
Code No. 72, dealing with signalling 


Association 


vet 


systems 


Circle No. 220 on reader service card 


LOWER INSURANCE costs, 
lovee morale, mcreases 


cy. and improved public 


e benefits of a plant safety 


pointed up in a 2U-page 
pared by Bituminous Cas 
The booklet details how Bi 
safety engineering depart 
with subscribing firms in 
cident prevention proce 
tions of field inspectors, u 
£Liene laboratory. ai l satety 
facilities of the casualty con 


eviewed 


Circle No. 221 on reader service card 


A NEWLY REVISED catalog (No. 75A) 
ubminiature switches for handling 

il loads has been released by 

Micro Switch Div., Minneapolis Honey 
well Regulator Co. Included is infor 
mation on basic switches, toggle as 
semblies, rotary selector switches, push 
buttor issemblies, and subminiaturs 


ind assemblies 


Circle No, 222 on reader service card 


ANNOUNCING a new sound motion 
picture, “The Doctor Examines Your 
Heart.” a ix-page folder from Bray 
Condi Ine. 


ncing workers of the importance 


tells how to use the movie 


health examinations. T he 
folder describes the film, and tells what 
points to stress belore and after the film 
ewed 


Circle No. 223 on reader service card 


TRAP DUST with a Torit dust collector 
The system and its use are reviewed in 
literature from Torit Mfg Co. Many 


models ind sizes are shown 


Circle No. 224 on reader service card 


RELIEF fron pain ar } discon fort 1s 
provider a combination vertica 
horizonta raction unit, produced by 
tronu Products, Ine and 
n recently issued literature 

firm. The information is 
interest to a plant medical 
r. Prices for the Varitral 


fractwior l t are listed. 


Circle No. 225 on reader service card 


A SURE, SAFE GRIP on tough jobs is 
promised for users of Granet gloves. 
l| information and a sample pair of 
ire ivailable State the condi 

use, and Granet Corp. will fur 


proper job-proven glove 


Circle No. 226 on reader service card 
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Circle No. 122 on reader service card for more information 


NOW! STOP WASTEFUL EXPENSE 
AT YOUR RAILROAD SIDING 


Circle No. 123 on reader service card for more information 


a 


Suttee 








BURGESS-MANNING 
SNUBBERS 





toa 


IF YOU actually saw a Lo-Hed Car puller in operation you'd 
probably order one in a hurry. It is a first rate investment 
— pays for itself fast. It puts a stop to shifting charges. Cars 
get loaded and unloaded in record time. Demurrage charges 
are slashed. Industrial accidents are minimized...And a 
Lo-Hed Car Puller saves money inside a plant, too — pulls 
loads in a straight line, up grades and around corners. 

Lo-Hed Car Puller is rugged, electrically-driven, built for 
trouble-free service. Write for folder telling you how to use a 
Car Puller in your plant. 


AMERICAN ENGINEERING— 


COMPANY 
Dept. CP-183, Wheatsheaf Lane & Sepviva St., Philadelphia 37, Pa. 
CANADIAN SUBSIDIARIES: Affiliated Enginering Corporations, Ltd. 
Montreal, P.O. . . . Bawden Industries Ltd., Toronto, Ont. 
AE products are: Taylor, Perfect Spread and Vibra-Grate Stokers, Hele-Shaw 
and Hydramite Fluid Power, ~— oe Lo-Hed Car Pullers, Marine Deck 
uxiliaries 


Stop 
better neighbor and employee rela- 


that noise and profit through 


tions. Avoid compensation claims 


Burgess-Manning Snubbers are engi- 
neered to effectively correct your spe- 
cific noise problem 


From a WHAM 
; BURGESS-MANNING COMPANY 
Sound Gnginicring 


771 East Park Avenue, Libertyville, Illinois 
Dalias, Texas 




















oth 35), Headquarters for WHAT’S NEW 


IN PROTECTIVE CLOTHING! 
, STA\S/ AFE 


=, 


b= 


& 
oP cation? | 
Safety i 





4 


co 
4 


oy 
Ff “ts 


a” & 


~b, 
Se 


Emphasis is on new advance- 
ments at Booth 35... new mate- 
rials, new designs, new ideas. You'll 


grease and plain “muck.” But there 
will also be highly specialized gar- 
ments such as suits for men han- 


see suits of glass cloth, asbestos, 
neoprene and polyvinyl chloride. 
There’ll be bulge-free aprons, coats, 
coveralls, overalls, hoods and even 
spats. 

Featured will be clothing for 
everyday hazards—chemicals, oils, 


dling guided missile fuel, complete 
enclosure garments with intercom 
and clothing for highly corrosive 
chemical and vapor protection. 

Stop by and see the tremendous 
strides clothing has taken since the 
last safety show. 


STANDARD SAFETY EQUIPMENT COMPANY 
232 WEST ONTARIO STREET CHICAGO 10, ILLINOIS 


NEWARK 4, N. J. CLEVELAND 10, OHIO LOS ANGELES 46, CAL. 
597 BROADWAY 855 EAST 152nd ST 12921 W WASHINGTON BLYD 


BOOTH 34 will feature eye and face 
safety ... welding protection 
. . Salt-tablets and sweatbands. 
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&r 
IT’S THE LITERATURE offered in 


PERFORMANCE this months ads 











THAT COUNTS 


YOU CAN'T HELP but get better sery OVER 2,000 STOCK WORDINGS are 
ice from Aleo-Lite aluminum ladders, shown in the current catalog of safety 
says the manufacturer, Aluminum Lad signs, offered by Ready Made Sign Co.., 
der Co. Information sheets are avail Inc. Also available is information on 
able from the firm on all types and special wording signs. As explained in 
styles of industrial ladders. the catalog, signs are produced or 

Circle No. 117 on reader service card metal, plastics, and the new  self-ad 

hering “Readi-Stik.” 


Circle No. 18 on reader service card 


COST CUTTING with Scott Air-Paks 

is the subject of a free bulletin, “Scott 

\ir-Paks Save Money, Man Hours and TRY A SAMPLE patch of flame-resistant 
Men for Industry.” released by Scott \ristocrat Permaproof 400 cloth. It’s 
Aviation Corp. Use the reader service offered on a no-obligation basis by the 
card to order your tree copy. producer, ( ooley, Ine 


Circle No. 73 on reader service card Circle No. 9 on reader service card 


SAFETY LINE MARKING is) accom CONDUCTIVE FLOOR maintenance is 
plished quickly and easily with an the subject of literature from Walter 
M-B line marker, explains literature G. Legge Co., Inc. It explains how to 
from M-B Corp. An illustrated catalog select correct polishes and cleaners for 
showing how the machine operates and retaining conductivity in floors. 
listing its features, is offered Circle No. 38 on reader service card 
Circle No. 141 on reader service card Continued on page 138 








DD =f © q Lens Cleaning 


TRADE MARK REG. U. S. PAT. OFF. Tissues 
USE JUST WATER — NO CHEMICALS NEEDED 


Can Be Used on Plastic or 
Glass Lenses and Plastic Face Shields... 


AND YOU 
CAN COUNT ON 


CHARCO 


FLEX-SAL 


“CONTOUR CUFF’’ 
—— 
LINEMEN’S GLOVES 


Originated and developed by 
Charleston Rubber Company. Of- 
fers full 18-inch forearm protection 
to the elbow. Does not push the 
glove off the hand when the elbow 
is bent. 


HEAVY DUTY y LIGHT 
DUTY 


Complete with 
NEW Bottle & Dispenser Bracket for tissue 75c ea. 


‘Sprayer. Die hee 
_ penser Bracket for water 55c ea. 
free for -W FV Rel ci Price $5.45 


Water bottle with Spray Pump. 35c ea. 
WRITE FOR 32-PAGE CATALOG OF 4 Boxes—1000 Tissue Each Size 44%" x 1034"”—$7.00 
LINEMEN’S PROTECTIVE EQUIPMENT This new, chemically treated tissue 


is low in price and does away with Distributors wanted. W rite for proposition. 
expensive chemical sprays. 
i Tissues can be used several times. 
Contact your nearest jobber or 
RUBBER COMPANY write us for samples and literature. 


pe _ —_ ~ goggles, — 
‘ + e 
22 STARK INDUSTRIAL PARK Tainedwtea:. — 11706 Kinsman Ave., Cleveland 20, 0. 


CHARLESTON, SOUTH CAROLINA 














Circle No. 138 on reader service card for more information 


OCTOBER 1956 © OCCUPATIONAL HAZARDS 
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MAKE YOUR 


The FANS SAFER! 
ANSWER PROTECT WORKERS 


To 


Your 
Problems 


This fan guard prevents hand, arm 
and head injuries. Made of a mesh 
fabric, it is washable, mildewprox 
non-static and won't interfere with the 
normal flow of air. 

Cover protects back and sides 
fan as well as the front. 


immediate delivery. Write to 


ROCHESTER 


Safety Equipment Co. 
83 Howell St. * Rochester 7, N.Y. 











THE KENNEDY 
“VICTORY” cap 


Silicosis 
Dermatitis . 
Noise Designed X . 


for 


Toxicity GREATER SAFETY 


FOR ALL 
INDUSTRIAL JOBS 


Better protection for all the hair 
all the time because the full, wide 
snood-type back of the Kennedy 
Victory" Cap permits complete 


; : to put on. Adjust 
The firs . coverage. Easy to p “ede 
e first and only complete plant able to all head sizes, |! styles 


safety and health volume to be to choose from. 

published. Almost 800 pages of Manufacturers and distributors 

authentic data covering every of a complete line of 

phase of employee protection. safety clothing and equipment. 

Write Dept, OH-!0 for informa- 
tion regarding your needs. 


BOOK DIVISION 
OCCUPATIONAL V.E. KENNEDY— 
HAZARDS INGALLS CO. 


812 HURON RD. 3735 NORTH 35TH STREET 
CLEVELAND 15, OHIO MILWAUKEE 16, WISCONSIN 


Circle No. 126 on reader service card Circle No. 137 on reader service card 
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No Toxic 
Vapors 


YET 


Solvent 
Degreaser 


HAS UNUSUAL 
CLEANING POWER 


YES, maintenance 
AND SAFETY MEN 
AGREE 


This electrical motor is cleaning itself in Bru- 
lin Solvent Degreaser. Here is dramatic proof 
that in addition to its non-toxic character- 
istics, Solvent Degreaser is a non-conductor of 
electricity and is virtually non-inflammable. 


It's a solvent with Safety Plus features, yet 
more efficient than hazardous, toxic, flam- 
mable solvents. 
Eliminate your solvent 
hazards with Brulin Sol- 
vent Degreaser. Write to- 
day for more information. 


a) 


», or 
es inno" Visit Our BOOTH No. 301, 


a National Safety Congress 
@s to ire *,¢ . 
Meserd Only and Exposition, Chicago. 


BRULIN & COMPANY, Inc. 


2939 Columbia Avenue—Indianapolis 7, Indiana 
1793 12th Street—Ockland 7, California 


Circle No. 156 on reader service card 
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LITERATURE service card. Gloves for all industrial offer is handled both by 
Continued from page 13 uses are shown and described. ind local jobbers. 
i Circle No. 32 on reader service card 


manufacturer 


Circle No. 5 on reader service card 





SURE FOOTING and how to achieve NEED MORE INFORMATION on floor YOU CAN ARRANGE for a demonstra 
it—this is the top covered in desc rip maintenance equipment? Hild Floor tion of the Myco method of floor care. 
tive literature from Minnesota Mining Machine Co. will gladly furnish cata offered by Masury-Young Co. A com- 
& Mfg. Co. The firm will send a free logs on explosion-proof vacuums, ex pany representative will call on you at 
sample of “Safety-Walk” non-slip sur plosion-proof scrubber-polishers, and your plant to help you solve your floo: 
facing, used for stairways, ramps general floor maintenance equipment care proble ms 

walkways. Circle No. 82 on reader service card Circle No. 41 on reader service card 


Circie No. 60 on reader service card 


A FREE OFFER to exchange your pres A 20-PAGE CATALOG on all types of 
GET YOUR COPY of the industria ent lens cleaning stations for “Magic™ protective clothing and equipment has 
work glove catalog, issued by Jomac cleaning stations is made by Silicone been released by Wheeler Protective 
Inc., by simply filling out the reader Paper Co. of America, Inc. Exchange \pparel, Inc. Covered are goggles, hel 
mets, face shields, gloves, heat shields, 
hoods, and protective clothing. 





Circle No. 29 on reader service card 


TOUGH work gloves of horse butt split 
F leather are handled by distributors of 
Wearhide Glove Co. The name of your 


local distributor will be sent by the 


manufacturer if you indicate your in 
terest on the reader service card. 


Circle No. 132 on reader service card 


CRUTCH USERS! WARNING SIGNALS are only effective 


when they can be heard, cautions a 
bulletin from Electro-Voice Co. The 
literature discusses the CDP speaker 


HERE'S GOOD NEWS FOR EVERYONE a ete at tenet eee 
REQUIRING THE AID OF CRUTCHES ee ee 
Especially amputees and elderly people, who often are obsessed ee 
with the fear of falling, or slipping. It's the ‘Saftee-Crutshoe” 


THE ENTIRE ‘‘SAFTEE-CRUTSHOE”’ 
IS MADE OF NATURAL RUBBER COMPLETE PRODUCT INFORMATION 
Because it's made of natural rubber, it will retain its original on safety solvents, solvent still, and 
resilience—throughout the entire life of the crutshoe. solvent vapor degreasers is offered by 


THE “‘SAFTEE-CRUTSHOE”’ FITS ANY 

STANDARD CRUTCH OR WALKING AID 
“SAFTEE- Yet, it differs radically from other crutch tips on the market, in 
CRUTSHOE” both design and in its basic operating principle. 


for solid = THE DESIGN INSTILLS A FEELING aaa Cee ce ae 
Panne Fanding footing OF SECURITY—“SOLID FOOTING” ca and sa vith al I . 


says literature produced by A. Schrad 


Circle No. 99 on reader service card 


Tect, Inc. Prices are noted in_ the 
literature. 


Circle No. 3 on reader service card 
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It instills such a feeling of confidence in the patient that fears are 


: er’s Son Div. Free information book 
dispelled with the very first step taken—for faster recovery xig sap ‘ ‘ 


lets on the use of air products for in 
120 GRIPPING FINGERS ARRANGED dustry are offered by the firm. 

IN A SAFETY-TREAD DESIGN Circle No. 139 on reader service card 
When pressure is applied, each finger acts os an individual 


squee-gee’’, to insure the utmost in safety for the user. 
A COMBINATION © scrubber-vac can 


IT’S MUCH SAFER THAN ANY OTHER mechanize all « rubbing operations in 
CRUTCH TIP ON THE MARKET TODAY to dhe, to ceglideed ta. eles ie 
They can be used on irregular surfaces, such as lawns, soft ground, formation from Finnell System. In 


snow, sand beaches, and loose gravel—with confidence. [he firm also supplies free consulta 


THE “SAFTEE-CRUTSHOE” HAS BEEN tions or demonstrations on floor main 
TESTED IN LEADING HOSPITALS a oe ; 
They've been tested under almost every conceivable condition— Circle No. 6 on reader service card 


and proven satisfactory even on tile and highly polished floors 


LEADING HOSPITAL AND SURGICAL YOU'RE AN EXPERT on warning signals 
SUPPLY HOUSES HANDLE THEM when you refer to Bulletin 100, pub 
They are available at Orthopedic and leading Hospital and lished recently by Federal Sign and 
Surgical Supply Houses in your choice of gray, black or white. Signal Corp. It tells you what to look 
for in signals and how to properly 


OR ORDER DIRECT FROM select them 


=> & | = PRODUCTS Circle No. 28 on reader service card 


TIME-TESTED TOUGHNESS is the de 
“SAFTEE-CRUTSHOE” FOR SOLID FOOTING 


scription for Mastipave, a floor cover 


990 South Oakwood e Detroit 17, Michigan ing reviewed in a new booklet pub 





Circle No. 128 on reader service card for more information 
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lished by Pabco Floor Covering Div 
The free folder is titled, “Every Build 
ing Needs Pabco Mastipave.” 


Circle No. 80 on reader service card 


A SAFETY SCOREBOARD is described 
in Bulletin 82, issued by Industrial 
Products Co. The literature shows how 
to use the scoreboard as a constant 
safety reminder. 


Circle No. 86 on reader service card 


FLAMMABLE LIQUIDS storage cans are 
featured in free literature produced 
by Eagle Mfg. Co. The cans are shown 
in five sizes, trom one quart to five 
gallon. The literature tells how theses 
cans provide the added margin of 
safety in flammable liquids handling 


Circle No. 114 on reader service card 


THE MENACE OF DERMATITIS is pre 
vented when you equip your plant 
with Vi-Lan dispensers, says literature 
offered by Dameron Enterprises, Ini 
It tells how the hand cleaner provides 
a 48-hour margin of safety against 
skin bacteria 


Circle No. 25 on reader service card 


YOURS FOR THE ASKING is a_ free 
package of Sight Saver lens cleaners 
offered by Dow Corning Corp. The in 
troductory package contains 200 tissues 


Circle No. 135 on reader service card 


ARE YOU out-of-date on watchmen’s 
clocks? Current information on tape 
recording watchclocks is available 
through Detex Watchclock Corp. Or, 
if you prefer, the firm will send a rep 
resentative to make a free, no-obliga 
tion survey of your plant protection 
needs 


Circle No. 65 on reader service card 


EMERGENCY LIGHTING equipment 
is presented in literature furnished by 
Carpenter Mfg. Co. You can ask for 
specifi information on surgical lights, 
portable lighting units, and automatic 
emergency lights. 


Circle No. 23 on reader service card 


SAFETY TOOLS, numbering more than 
400, are described in literature from 
Ampco Metal, Inc. Spark-resistant tools 
prevent serious fires, as explained in 
recently issued Bulletin ST-10. 


Circle No. 44 on reader service card 


A "VISITING FIREMAN" from Ansul 
Chemical Co. will train your men to 
fight fire. The service is provided at 
no cost to customers. Full information 
is available from the firm. 

Circle No. 98 on reader service card 


AN ADJUSTABLE STRETCHER, which 
can support patients weighing up to 
300 pounds, is reviewed in product in 


formation from A. E. Halperin Co., Inc vacuum can be safely used in all plar 
Circle No. 70 on reader service card ireas 


Circle No. 140 on reader service card 


HEARING TESTING y 

ind health function in mos plants SAFETY GUARDS 

today. Your tests are more tectiv ire reviewed in Bulletin 
eant Metal Produ 


d in literature trom Koppers ) for all presses are d 


cLIscUsse 


i sound proot testing rot ~; 
In As described, thre Circle No. 94 on reader service card 
ivailable, or a room can be 
lesigned flor specihe needs 

Circle No. 88 on reader service card on 


i Stephenson Minute 


lescribed in Pam 


FIRST CLASS 
I iscitator 


SAFE INDUSTRIAL CLEANING ohlet 0-11 


in air-operated vacuum cleaner is tl Fr 


4 fror Stephenson { orp 


nonstration of the equipment 


subject of free literature pre 


M-M-A, Inc It tells how the 


s also offered by the manufacturer 


Circle No. 93 on reader service card 








EMERGENCY 
SPLINT 


. . . Now, for the First Time in the History of 
First Aid — A Comfortable EMERGENCY SPLINT * 


Stryker Eme rgency Sp! nt combine haped aluminum 
with built-in padding and traction to completely 

mb. The patient can then be handled with 
Moderate, uniform compression controls bleeding 
nq. X-rays can be taken without removing the splint, 


ow 3 the fracture to be set immediately. Weight, 5 Ibs 


Hospital Ambulances * Industrial Plants * Rescue Squads 
Public Schools * Athletic Departments * Ambulance Services 
Funeral Directors * Camps and Resorts 
Transportation Companies 


PRICES 
No. 6065 Stryker Emergency Splint, pair in protective cover 
No. 60 Stryker Emergency Splint, 36” (Adult leg) 
No. 65 Stryker Emergency Splint, 30” (Adult arm 
Child leg and arm) 





Orthopedic Frame Co 
420 Alcott Ave., Kalamazoo, Michigan Dept. OH 
6065 
Send me No. 60 Stryker Emergency Splints 
No. 65 
Bill the address below 


Please send me additional information 
Name 


Address 





City 








* Patented 





I) ORTHOPEDIC FRAME CO. 


Kalamazoo Michigan 
Distributed in Canodo by: Fisher & Burpe, itd., Winnipeg 


Exclusive Agent for Export: Schueler & Co., 75 Cliff St, N. ¥ 


Circle No, 129 on reader service card for more Information 
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New safe Schrader all-plastic Blow Gun 
won't spark! 


Light os a feather... 
tough and durable... 


you can now use air in combustible areas 


There’s a spot in your plant for this safety blow gun: where an 

electrical disturbance can cause trouble; where scratching or weight 

is a problem. In all manufacturing departments —in chemical 

plants and arsenals, plant people welcome this new Schrader Blow Gun 

for all its safety features. Why not look around your plant and 

see where the new lightweight Schrader Plastic Blow Gun can reduce 

operator fatigue — give you the chance to put economical air to work for you~—safely 


The same time-tested operating principle and features Schrader has made famous in its many 
Air Control Products are built into this new gun. Parts are simple and durable, quickly 
replaceable and interchangeable. Air flows free. Comfortable grip, finger guard and positive 
direction are part of its functional design. 


Your supplier has the new gun, #560, now— immediately available in 1/4” thread size. 





A. SCHRADER’S SON 
Division of Scovill Manufacturing Company, Incorporated 


470 Vanderbilt Avenue, Brooklyn 38, N. Y. 
FIRST NAME IN THE USE OF AIR 





ESTABLISHED IN 1844 FOR INDUSTRIAL PRODUCTION AND CONTROL 














Youd ask ‘ new 


WORK i | - HORSE BUTT gloves 


—if he reported with a 
patch over one eye. é _— 
But what happens when ; iil are 


one of your workers 


LOOKS normal, but SEES Lane 4 8 TOUGH 
with only one eye? Many wi - me on J 
FOR ROUGH WORK 


have this trouble. 
Plant managers who are : i  _ 
now checking to make sure we : and 
every employee’s eyes are working efficiently me aii cleanable 
TOGETHER, report 44% fewer accidents... 
20% less spoilage ... 45% lower training for re-use 


costs. , There’s up to 3 times as much wear in WEARHIDE's new 
NO plant can afford workers with UN- Horse Butt Split leather . . . by actual independent lab- 


HAPPY EYES. Make atest of modern visual oratory tests. 


checking ... no cost or obligation. oo EE ER Rey a Ne Se 


plus EXCEPTIONAL FLEXIBILITY for complete free- 


dom of movement. 
Competitively priced for lowest initial cost. 


Write for Distributor’s name to: 


KEYSTONE VIEW CO., Meadville, Pa 


[] Send booklet telling WHAT PLANTS ARE ACCOMPLISHING 
WITH VISION SCREENING 


. es 
NAME . Whearhicd: GLOVE COMPANY 


CU PAMNE occcecces errr oe CITY Whee ax ROCKFORD, MICHIGAN 





Circle No. 131 on reader service card for more Information Circle No. 132 on reader service card for more Information 
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BEARFOOT NEOPRENE 
ON -THE-STREET STYLE 
Bearfoot Neoprene Aircushion Cork 








Today, customers who insist on good looking style and walk-on-air microcellular com- 
fort are acclaiming Bearfoot Neoprene Aircushion Cork. This sole, from the originators 
of microcellular Neoprene Soles, combines the oil resistance and long wearing, non- 
slip qualities of Neoprene and Cork. It is also available with grit added for even 
greater non-slip qualities and with nailed.or spark-proof cemented heels. Bearfoot 
Soles—the perfect combination of Safety, Comfort, Style and Long Wear—on any shoe. 


A TRUSTED NAME ON SHOE BOTTOMS SINCE 1924 


Circle No. 134 on reader service cord for more information 
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SAFETY SOLES 


ON -THE-JOB COMFORT 
Bearfoot Neoprene Safetred Nitrocrepe 


BEARFOOT NEOPRENE SOLES are the natural leaders in smartly styled, com- 
fortable and long wearing work and safety shoes. Bearfoot pioneered the nappy 
combination of comfort, plus long wear for every work condition. Bearfoot Safetred 
Neoprene Nitrocrepe affords two way slip resistance wherever difficult conditions exist 
under foot. Highly resistant to oils, acids, grit and sharp cutting particles, Bearfoot 
Safetred Neoprene Nitrocrepe helps sell the country's finest most dependable work shoes. 


THE BEARFOOT SOLE COMPANY, INC. WADSWORTH, OHIO 


Boston: 183 Essex Street, J. M. Calvin, Manager ® Milwaukee: 1931 S. Allis, C. R. Gage, Manager ® St. Louis: 1602 Locust Street, F. E. Alston, Manager 


Circle Ne. 134 on reader service card for more Information 
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Circle No. 140 on reader service card for more information 


re 
Oe” Sate Industrial Cleaning 
fu with the M-M-A 
“Little Windy” Airvac 
(AIR-OPERATED VACUUM CLEANER) 


COMPLETE UNIT WITH 5 
ALUMINUM NOIZLE AND BAG 


2923 


NO MOVING PARTS! 
OMPACT .. POWERFUL 
efficcent WET or ORY ¢ 


LIGHT .. PORTABLE! 


EASY TO OPERATE 


Lancaster, Pa. 


cut industrial cleaning costs? 


Write for further date and technical information 


Circle No. 141 on reader service card for more Information 


CUT ACCIDENTS! 
SPEED PRODUCTION! 


Paint clear, 

longer-lasting 

SAFETY LINES 
with an... 


x Clearly ™ 
working °° 


SEND FOR CATALOG! 


5 


%, PACKER BODIES LINE MARKERS © SWEEPERS PAINTS AND BEADS 
CORPORATION 


NEW HO tiN ow 


MANUFACTURERS OF QUALITY 
MUNICIPAL AND CONSTRUCTION EQUIPMENT SINCE 1907 





water-tight 
vapor-tight 
and moisture 
proof 


portable lighting 


These 3000 series McGill 
Vaporproof portables are used 
extensively in flour mills, ele- 
vators, ships, food processing 
plants and warehouses to elimi- 
mate hazards of shock, glass 
splinters and sparks from brok- 
en bulbs. A heat and impact 
resistant globe seals against the 
molded phenolic handle to 
guard the bulb from splashing 
McGILL liquids. The best in protective 
3006 portable lighting available in 60 

; or 100 watt bulb size with 

either metal or fibre cages. 


Send for new Catalog No. 84 


MSG | LL are always a little better 


ELECTRICAL and ALL are Underwriters’ 
SPECIALTIES Laboratories inspected 





McGILL MANUFACTURING CO., INC, [0% cere s 


Valparaiso, Indiana 


Circle No. 142 on reader service card for more Information 
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LOCK 
OUT 
DANGER 


to workers in your 
plant with “Lock-Out"’ 
safety device for use 
on switches, fuse 
boxes, and similar con- 
trols. Stops all possi- 
bility of starting 
equipment when main- 
tenance or repair men 
are working on it. 
Holes permit six different men to put locks on a switch. 
Machine cannot be operated until last workman removes 
his lock. 
“Lock-Out" devices are coated with heavy vinyl plastic 
for top insulating qualities. 


OSBORN MFG. CO. 


WARSAW INDIANA 


Circle No. 143 on reader service card for more !nformation 
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YOUR SAFETY 
EQUIPMENT 
GUIDE 
1956 


5 


On Display at the National Safety Congress 


Here's a chance to check on how well 
protected your workers are and on your 
sources for safety equipment. This pho- 
tograph originally was used to show 
company employees how many kinds of 


OCCUPATIONAL HAZARDS @ OCTOBER 1956 


personal protective equipment are re- 
quired to keep them safe and well. See 
the next 10 pages for a list of what's dis- 
played and for recommendations about 
the protective equipment for each job. 





3 kath sicid 


ee rrenteneorenenron WHAT PART OF THE BODY IS HURT? 


A THE equipment—and more—which ap- Average experience of Wisconsin 
[A pears on the preceding page is available ; over a four-year period is indicated. 
to production workers of The rimken Roller 
Bearing Company, Canton, Ohio, whenever 
it’s needed. All of it, except for safety shoes, 
is supplied without charge. The shoes are 
sold at cost. 
Included in the equipment Timken buys 


for the safety of its workers are more than 
30 different items: EYES 30% HEAD 5.0% 


Chrome leathe 

Fire-resistar 

Aluminized he 

A cid-resist 

Chrome ither ha | 

All-purpose gas masks 

Breathing equ pment 

ee GENERAL 51 % 
Face shields 

Electric we t e shir 

a sag TRUNK 22:3°% 
Satety shoes ar yoots 

Chrome leather 

Welders’ goggles 

Respirators 

Plastic-coated oil- 

Safety glasses 

Anti-caustic rubber : ARMS 2.9% 
Electric welder 

Heat-resistant 

Linemen’s climber 

Acid-resistant rubbe : HANDS 61% 
Heat-resistant ve 

Finger guara 

Asbestos gloves 

Non-spark ng 

Ar id resistant 


PEEPPEPPPEPE PEPE P ELLE LOL EE PEL BRE LOLOL DELO BPEL E ELLE LELLEELEELELECE 
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A number of the items listed come in several 
styles or types to meet the specific safety re- 
quirements of particular jobs. Timken oper- 
ates both a steel mill and a huge machine rm 
shop at Canton. eee ohne 
Accompanying charts provide recommenda- 
tions for protective equipment to be used on LEGS 16.6% 
various types of jobs. The recommendations 
are founded upon generally accepted safety 
engineering practice. 
You can use the charts and the Timken list 
to find out how complete your own plant’s 
supply of personal protective equipment is. 
At the same time, you might take another leaf 
from the Timken safety book: every item of 
proiective equipment is checked carefully and 
proved to be effective—it is not bought on a 
hit-or-miss, spur-of-the-moment-impulse basis. 


TOES 5.1% FEET6,5% 


¢ 
CLI LLELELEL LLL LELOL ODEO LEL LEDER OREEREEEBEOPEROUEFOC++Ot 
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A) ° / to be shown at the 
rectory of (Pro National Safety Congress 
Page numbers refer to advertisements in this issue 


Conrad Hilton Hotel 
Chicago — October 22-26 








ABSORBENTS, OIL & GREASE ATHLETE'S FOOT PREVENTIVE 
Eagle-Picher Co. : 13 Onox, Ine. 
Oil-Dri Corp. of America 148-149 Sani-Mist, Ine. 
Speedi-Dri Corp. 
Waverly Petroleum Products 
Wyandotte Chemicals Corp. 


AUDIOMETERS 


Audivox, Ine. 
Beltone Hearing 
ACID APRONS Maico Co., Ine 
Chicago Eye Shield Co. ... 
David’s Gloves, Inc. 
Pulmosan Safety Equipment Corp. 
Surety Rubber Co. 


AWARDS, SLOGANS & TROPHIES 


Award Incentives, Inc. ....... lich tae 
Universal Match Corp 323 
Williams Jewelry & Mfg. Co. 18 


ALARM DEVICES 


American Allsafe Co., Inc. 
Davis Emergency Equipment Co 
a oe = BREATHING EQUIPMENT 
Pyrene—C-0-Two Div. 
Rockwood Sprinkler Co Acme Protection Equipment Co. 
Walter Kidde & Co., Ine ‘ Bomgardner Mfg. Co. 
Cycle-Flo Co. : 
Davis Emergency Equipment Co 
3 Fi, aa Ga ck Bit wn ear 
Mine Safety Appliances Co. .....83-84-85-8 
SOG AVIMNGS CORR occ cise csisiedcecas 
Stephenson Corp. . ...-2ae 116, 160 


ANTI-SLIP FLOOR FINISHES 


American Abrasive Metals Co. .......... 114 
ET eee ere. | 
Grasselli Chemicals Dept., E. I. du Pont 
de Nemours & Co., Inc.. . .41-42 
Hild Floor Machine Co., Inc. a or SS 
Kelley-Mahorney Co. .................174 Elliott Service Co., Inc. 
Walter G. Legge Co., Inc. ............36-3 Prairie State Products Co. 
Masury-Young Co. ........... wi Wagner Sign Service, Inc. 


Continued on next page 


Use this guide to locate quickly the particular exhibits you want 
to see at the National Safety Congress. You'll be 
mighty welcome at our booth—No. 54. 
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CARBON MONOXIDE DETECTORS 


U. S. Safety Service Co. ........ 100-101-102 


CHAINS & HOISTS 


Columbus McKinnon Chain Corp. .... .68-69 
S. G. Taylor Chain Co., Inc. 8 


DOCKBOARDS 


Magnesium Co. of America 


DRIVER TESTING DEVICES 


Porto-Clinic Instruments, Ine. 


DUST COLLECTING SYSTEMS 


Davis Emergency Equipment Co. 


DUST SAMPLERS 


Mine Safety Appliances Co. ..... .83-84-85-86 


EAR STOPPERS 


Mine Safety Appliances Co. .... . .83-84-85-86 


Continued from page 147 


Page 


No. 





In any guide of this type, there are bound to 
be some errors and omissions, no matter how 
carefully the listings are checked. Some infor- 
mation is missing because no response to re- 
peated inquiries had reached us at the time 
the magazine went to press. In other cases, 
space limitations made it necessary to curtail 
highly specialized listings. Page numbers refer 
to 6 in sansa in this magazine. 














Booth 
N 0. 


EDUCATIONAL AIDS 


Elliott Service Co. Inc 


EYE PROTECTION (HEAD & EYE) 


American Optical Co. ; 
Bausch & Lomb Optical Co 
Boyer-Campbell Co. 5 ee oe 128 
yg RS So re 126-127-128 45 
Chicago Eye Shield Co. ........... 72-73-74 33 
Davis Emergency Equipment Co. 7 
Dockson Corp. 
Fendall Co. 14-45 
Fibre-Metal Products Co. 179-180 
Glendale Optical Co., Inc. 303 
Jackson Products, Ine. 
Jones & Co. 178 
Kimball Safety Products Co 96 
B. F. McDonald Co. ... 
Mine Safety Appliances Co. .... . .83-84-85-86 
Pulmosan Safety Equipment Corp. .. . . .63-64 
Safety Clothing & Equipment Co. ..... .55-56 
Sellstrom Mfg. Co. 132-133 
Standard Safety Equipment Co. 
U. S. Safety Service Co. ....... 100-101-102 
Watchemoket Optical Co. .... 140-141 
Welsh Mfg. Co. 124 
Wheeler Protective Apparel, Inc. ......... 77 
Willson Products Div., 

MAVAWORO EA 2 cc ccaecccess 107-108-109 


78-79-80-81 


..51-52-53 Cover 3 


50-51 


75-76 


<n 74 


FACE SHIELDS 


American Optical Co. 

Boyer-Campbell Co. 

oo 6 iS Gece ceees 126-127-128 

Chicago Eye Shield Co. 

Dockson Corp. 

Fendall Co. 

Fibre-Metal Products Co. 179-180 

Glendale Optical Co., Inc. 303 

Jackson Products, Inc. 10 

Martindale Electric Co. 299 

Mine Safety Appliances Co. 83-84-85-86 75 

Pulmosan Safety Equipment Corp. ..... 63-64 163 

Safety Clothing & Equipment Co, ......55-56 127 

Sellstrom Mfg. Co. 132-133 

Standard Safety Equipment Co. .......34-35 135 

U. S. Safety Service Co. ........ 100-101-102 97 

Watchemoket Optical Co. .......... 140-141 14-15 

Welsh Mfg. Co. 124 

Wheeler “rotective Apparel, Inc. .........77 39 

Willson Froducts Div., 
Ray-O-Vac Co. ..... 


78-79-80-81 


107-108-109 17-24 


Continued on next page 
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Pig Booth 

o Vo Vo 
FIRE EXTINGUISHERS FIRE EXTINGUISHING SYSTEMS & ALARMS 

American LaFrance Corp. 116-117 American LaFrance ¢ orp 116-117 

Ansul Chemical Co. ......... Terr. Ansul Chemical Co. ........ 92.93 

Buffalo Fire Appliance Corp. .. . «saad Walter Kidde & Co., Ine. 20-21 

General Detroit ( orp. 185 Pyrene—C-0-Two Div 14-15 
Walter Kidde & Co., Inc. 20-21 
Protectoseal 105-106 
Pyrene—C-0-Two Diy. 14-15 
Randolph Laboratories, Inc. 125 
Stop-Fire, Ine. 193 


Rockwood Sprinkler Co 


Continued on next pas 
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Use this guide daily at the National Safety Congress 








Fire-—resistant fabric 
Plastic-coated glass fiber 
Chemical-resistant fabric 


Asbestos —- aluminum 
Chrome leather 
Oiled fabric 
Natural rubber 
Synthetic rubber 
Synthetic fabric 


























FIRE — SPARKS 





RADIANT HEAT 





HOT SUBSTANCES (except liquids) 











HOT LIQUIDS 











NON— HAZARDOUS LIQUIDS 











ACIDS—ALKALIS 














FALLING OBJECTS-~— striking hazards 











FLYING PARTICLES 





ELECTRIC SHOCK 











CUTS — BRUISES — ABRASIONS 














MOVING MACHINERY 





DERMATOSIS 




















® Offers protection only against moderate heat. 
@ May require additional treatment after washing or dry cleaning. 


©) Offers protection only against mild acids and alkalis. 
@ Applies only to hard hats. 
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FIRE HOSE & NOZZLES 


Akron Brass Mfg. Co., Inc. 
American LaFrance Corp 
Pyrene—C-0-Two Div. 
Rockwood Sprinkler Co 


FIRE TRUCKS 


Ansul Chemical Co. 92-93 


FIRST AID SUPPLIES 
oe ES 126-127-128 45 


Davis Emergency Equipment Co. 75-76 
Karel First Aid Supply Co. 82 
B. F. McDonald Co. .......... 


-+-. 61-62 82 
Medical Supply Co. ............136-137-138 81, 98. 


117, 130 
Mine Safety Appliances Co. .... . .83-84-85-86 75 
National Medical Supply Co. 211 

Orthopedic Frame Co. ...... aan 139 


Pac-Kit Co. 39 


FLAMMABLE LIQUID STORAGE EQUIPMENT 


Protectoseal 105-106 


FLOOR GRATING & PLATING 
Rae Weed Steed Ge. oo occ cc ckcccccus 119 
Globe Co. 183-184 


FLOOR MATS 
Melflex Products Co., Inc. 


FLOOR MAINTENANCE EQUIPMENT 
Brulin & Co., Inc. 
Hild Floor Machine Co., 
Walter G. Legge Co., Inc. .......... 
Masury-Young Co. 


301 
.130 
36-37 
224-225 
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FLOOR PATCHING MATERIALS 


Permamix Corp. 198 


FLOOR SOAPS, WAXES, CLEANERS 


Brulin & Co., Inc. b einreevatec ee 
Grasselli Chemicals Dept., E. I. du Pont 
de Nemours & Co., Inc 
Hild Floor Machine Co., Inc. . 
Walter G. Legge Co., Inc. ..... 
Masury-Young Co. 
G. H. Packwood Mfg. Co. . 
Wyandotte Chemicals Corp. 


FUME CONTROL 


Oxy-Catalyst, Ine. 


GAS INDICATORS 


Davis Emergency Equipment Co. 75-76 


Mine Safety Appliances Co, .... .83-84-85-86 


GLOVES 


Advance Glove Mfg. Co. 170 
American Optical Co. .. 78-79-80-81 50-51 
Arcadia Mfg. Co 161 
Charleston Rubber Co. ...... 

Columbus Glove Mfg. Co 146-147 
David’s Gloves, Inc. 304 
Dunn Products 23 
Edmont Mfg. Co. 

Fairfield Glove Co. 

Industrial Gloves Co. 

Jomac, Inc. 

Kimball Safety Products 

J. Kunz Glove Co. 

Pioneer Rubber Co. 

Pulmosan Safety Equipment Corp. ..... 63-64 
Racine Glove Co., Inc. 197 
Safety Clothing & Equipment Co. ......55-56 
Scientific Industrial Supply Co. 213 
Surety Rubber Co. 

Wheeler Protective Apparel, 

Wilson Rubber Co. 


99, 136 


Continued on next page 
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Boo 
N 
GLOVE CLEANING & RENOVATING 


Institute of Industrial Launderers 21 


HARD HATS 


Boyer-Campbell Co. 


E. D. Bullard Co. ... 


What Shoe for the 


Kind of footing 
or exposure > 


Type of shoo 
or hoot Y 


ford, leather 
High top, leather 
Lineman’s boot 
Non-conductive 
High boot, leather 
Rubber boot (natural) 
Rubber boot (synthetic) 
Asbestos overshoes 
Felt pac 
Rubbers— overshoes 
Conductive 
Strap-on sandal 
Foundry shoe 
Insulated shoe- boot 
Work shoe, rubber 
Non-sparklin 
Safety box toe 
Foot guard 
Steel inner sole 
Canvas shoe 
Fabric overshoes 
Shower sandals 
Cushioned innersole 
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Cinders 


from 


Molten metal 
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Chicago Eye Shield Co. 

Davis Emergency Equipment Co 

Dockson Corp. 

Fibre-Metal Products Co 

Jackson Products, Ine. 

B. F. MeDonald Co. 

Mine Safety Appliances Co. .. 

Safety Clothing & Equipment Cc 

U.S. Safety Service Co. ..... 

Willson Products Div., 
Ray-O-Vac Co. . 


Job? 


Hot materials 
Cold-snow-ice 
Explosion hazards 
Flammable material 
Strike - against hazards 


Punctures 


.. -83-84-85-86 
Pe 


100-101-102 


. 55-56 


107-108-109 


Continued on next page 
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Page 


No. 
HEARING TESTING EQUIPMENT 


Audivox, Inc. » 2010 11 
Beltone Hearing Aid Co. 230 


HEAT SHIELDS 


Bemis Bro. Bag Co. 

Frommelt Industries ; 
Industrial Gloves Co. .............. 
Wheeler Protective Apparel, Inc. ..... 


American Optical Co. 78-79-80-81 
mo Wemerd Co. ............ 826-127-128 
Chicago Eye Shield Co. ......... . 72-73-74 
Fendall Co. 14-45 
Frommelt Industries 195 
Industrial Gloves Co. ............. 16-17 
Standard Safety Equipment Co. ...... .34-35 
Wheeler Protective Apparel, Inc. 

Willson Products Div.., 


Ray-O-Vac Co. 107-108-109 


HOSE REELS 
Pyrene—C-0-Two Div. 


HYDRAULIC FLUIDS 


Monsanto Chemical Co. 


LABELS & MARKERS 


See "Signs & Tags’ 
ce oe See ree pute 
Westline Products Div., Western Lithograph Co 


LADDERS & ACCESSORIES 


Ballymore Co. .. 190 

Bil-Jax, Inc. 186 

Patent Scaffolding Co., Inc. 98-99 

Putnain Rolling Ladder Co., Inc 

Rose Mfg. Co. 

patety Dower Ladder Co. .....ccccccces 19] 117 


page 15] ——-—— 


LAUNDERERS 


Institute of Industrial Launderers 


LENS CLEANING MATERIALS 


American Optical Co. . 78-79-80-81 
Dow Corning Corp. . 7 


Hygiene Research, In: 196 


LENSES 


American Optical Co. 78-79-80-81 50-51 
Bausch & Lomb Optic: Cover 3 
Chicago Eye Shield Co. ... . 72- 33 
Dockson Corp. ... Vixtey eno 74 
Fendall Co. 14-45 

Glendale Optical Co., In« 303 

Jackson Products, Inc. .. } ye E 10 
Kimball Safety Products Co 96 
Sellstrom Mfg. Co. 132-133 

U. S. Safety Service Co. . 100-101-102 
Watchemoket Optical Co. ...-.. 140-141 

Welsh Mfg. Co. 124 

Willson Products Div., 


Ray-O-Vac Co. ... . 107-108-109 


LIGHTS & EQUIPMENT 


Stewart R. Browne Mfg. Co., Inc. 
Justrite Mfg. Co. 

Julian A. McDermott Corp. 
Swivelier Co., Inc. 


U-C Lite Mfg. Co. 


LINEMAN'S EQUIPMENT. 


J me RO nen 
ee, IS So ao ck bene eissicieciecucs 11] 
Mathias Klein & Sons 65-66 
Miller Equipment Co., Inc. 144-145 
Peterson Engineering Co., Inc. 165-166 
W. H. Salisbury Co. 90-91 


MACHINE CONTROLS, GUARDS 


American Allsafe Co., Inc. 192 
DeWalt, Inc. 189 


Continued on next page 
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Booth 12 Booth 
No. 0 No. 
Electronic Control Corp 317 NOISE CONTROL EQUIPMENT 
Electronic Corp. of America 232 . , . 
Junkin Safety Appliance Co., Inc. ....... .88 7 emis Bro. Bag Co 
Micro Switch Div., Minneapolis-Honey well 
Regulator Co. 
Positive Safety Mfg. Co. 
A. Schrader’s Son Ind. Div. ... ...-- 12-13 113, 140 
searie: > 7 . 205 
Saar ia = ‘anes 13] _ NON-SLIP SURFACING MATERIALS 
oi Alan Wood Steel Co. 119 
American Abrasive Metals Co. 
Eagle-Picher Co. 
Kelley-Mahorney Co. ... 
Walter G. Legge Co., Inc. 
Masury-Young Co. 


MASKS & RESPIRATORS 


Acme Protection Equipment Co 71 
American Optical Co. 78-79-80-81 
Chicago Eye Shield Co. ..... 72-73-74 
CGR IO GA. 6 kas cdéuwion peat cme 
Davis Emergency Equipment Co 75-76 
Dockson Corp. ca aa iain 142 1 
B. F. McDonald Co. ........... ...61-62 82 
Martindale Electric Co. 229 
Mine Safety Appliances Co. ... .83-84-85-86 75 
Pulmosan Safety Equipment Corp. ... 163 
TOON AVIMEM COEDS. 6st ceccccas cs 2 100 
Stephenson Corp. .. .222116, 160 
Willson Products Div., 

Ray-O-Viae Co 17-21 


Dust-small particles 
Spoarks— spatter 
Cutting — welding 


Metal splash 
Arc weldin 


Liquid splash 


Goggles 
Spectacles 
Side shields 
Eye shields 
Face shields 


MATERIAL HANDLING EQUIPMENT 
Magnesium Co. of America 319 


Screen shields 
Chemical goggles 
Filter lenses 
Hoods 

Welding helmets 


MIRRORS 


Lester L. Brossard Co. 
Ted Prustman DeFrosto Mirrors, In 


MISCELLANEOUS 


a PROTECTIVE CLOTHING 
Admatic Corp. 3 


Auto Crat Mfg. Co. hiieka Chiesa Ok 170 
Chrysler Corp. 


; P I : a American Allsafe Co., Ine. 192 
Daisy Mfg. Co. American Optical Co. 78-79-80-81 50-51 
Ford Motor Co. Arcadia Mfg. Co. 161 
Interstate Rubber Produc ts Corp. Charleston Rubber Co. 99, 136 
Radiator Specialty Co. Dayid’s Gloves, Inc. 
Safeguard Mfg. Co. 


Vari-Products Co. Continued on next page 
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Dunn Products 

Frommelt Industries 
Industrial Gloves Co. .. 
Kimball Safety Products Co 
B. F. McDonald Co. 

Milburn Co. 

Mine Safety Appliances Co. 
Pioneer Rubber Co. 


Pulmosan Safety Equipment Corp. 


Racine Glove Co., Inc 


Safety Clothing & Equipment Co. 


Sawyer-Tower, Inc. ahah 
Scientific Industrial Supply Co 
Standard Safety Equipment Co. 
Surety Rubber Co. 

Wheeler Protective Apparel, Inc. 


Continued from 


Booth 
No. 
195 

. 16-17 
96 
61-62 
VY 
83-84-85-86 
227 
63-64 
197 
55-56 
28 

213 
34-35 
67 


-- 


aé 


PROTECTIVE CREAMS 


American Optical Co. 
Ayerst Laboratories .. . 
Boyer-Campbell Co. 
John H. Breck, Inc. 
Chemical Corp. 

Hygiene Research, Inc 
Karel First Aid Supply Co 
Milburn Co. 


78-79-80-81 
194 

172 

153 

mp igs 

196 

82 

<9 


RESUSCITATORS 


Bomgardner Mfg. Co. .......... 
oS ere 





GAS HAZARD 





Acid gases 





Organic vapors 





Ammonia gas 





Carbon monoxide 





Acid & organic 





Acid-organic-ammonia 





All gases & smokes 








153 


page 


Booth 
No. 


Page 
No. 
Davis Emergency Equipment Co 
J. H. Emerson Co. 

Mine Safety Appliances Co. 
Scott Aviation Corp. 
Stephenson Corp. 


92 
75 
100 
2116, 160 


RUBBER FOOTWEAR 


Iron Age Safety Shoes 
Lehigh Safety Shoe Co. 


SAFETY BELTS 
W. M. Bashlin Co. .. 
B. F. McDonald Co. 
Miller Equipment Co., Inc 
Rose Mfg. Co. 


SAFETY CANS & CONTAINERS 


Justrite Mfg. Co. 8 
Protec toseal 
C-0-Two Div 


105-106 
14-15 


Pyrene 


SAFETY SHOES & TOE GUARDS 


Bone Dry Shoe Mfg. Co 

Dunn Products 

HyTest Safety Shoes Div., 
International Shoe Co. ..... 

Iron Age Safety Shoes .... 

Lehigh Safety Shoe Co. 

Thom McAn Safety Shoe Div. .. 

Reece Wooden Sole Shoe Co. .... 

Safety Box Toe Co. 

Safety First Shoe Co. 


6-7 
12-13 
70-71 
36-37 

110 

106-107 


Trinal, Inc. 


Wolverine Shoe & Tanning Corp 


SAFETY SHOE SOLES 


(American Biltrite Rubber Co. 


Cambridge Rubber Co 19 


Continued on next page 
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J. H. Emerson Co. 
Gro-Cord Rubber Co 
Reece Wooden Sole Shoe Co. 


SAFETY TOOLS 


Ampco Metal, Ine. 
Beryllium Corp 

A. B. Chance Co 
DeWalt, Inc 

Insto-Gas Corp. 
Osborn Mfg. Co. 
lool & Mfg. Co., Ine. 


SALT TABLETS 
E. D. Bullard Co. 
Karel First Aid Supply Cx 
Medical Supply Co. 


126-127-128 
136-137-138 


Mine Safety Appliances Co. 
Standard Safety Equipment Co. 
U. S. Safety Service Co. . 


SANITATION MATERIALS 


Brulin & Co., Ine. 
Lightfoot Schultz Co. 
Monsanto Chemical Co 
Wyandotte Chemicals Corp 


SCAFFOLDS 


Bil-Jax, Inc. 186 
Melflex Products Co., Inc. .. ..210 
Patent Scaffolding Co., Inc. 98-99 
Safety Tower Ladder Co. 


SERVICE ORGANIZATIONS 


Aetna Casualty & Surety Co. 

American Academy of Ophthalmology & 
Otolaryngology 

American Red Cross 

Alfred M. Best Co., Inc. 

Federal Civil Defense Administration 
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SHOE PRESERVATIVE 


Dow Corning Corp. 


SHOWERS (EMERGENCY) & EYEWASH FOUNTAINS 


Haws Drinking Faueet Co. 168 


SIGNS & TAGS 


W. H. Brady Co. - ere 
New ( Battery Mfg. Co 324 
Prai Stat Products Co 98 
Stonehouse Signs, Ine. ; ..129 
Waeone Sion Service Ine 23 
Watchemoket Optical Co. ....140-141 
Westline Pr icts Div., Western Lithograph Co 306 


SKIN CLEANSERS 


Boyer-Campbell Co. , ere ee ers 
John H. Breck, Inc ...da8 
sues omen 
Karel First Aid Supply Co 82 
Lightfoot Schultz Co. ..... p 17 
Mine Safety Appliances Co. . . 83-84-85-86 
Monsanto Chemical Co 321 


G. H. Packwood Mfg. Co. .... 


Chemical Corp. 


SKIN MEDICANTS 


John H. Breck, Inc. 153 
Karel First Aid Supply Co 82 


96 


Continued on next page 
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Continued 





SNAKE BITE KITS 
an eeeere Co. ....:. 


Davis Emergency Equipment Co 

Karel First Aid Supply Co 82 

Medical Supply Co. .... 136-137-138 81, 98, 
117, 130 


...-126-127-128 


75-76 


Pac-Kit Co. 9 


SOLVENTS 


Brulin & Co., Ine. 
Fine Organics, In 
Tect, Inc. 


STAMPS, STEEL SAFETY 


M. E. Cunningham Co. ...... 


STRETCHERS 


Bomgardner Mfg. Co. ......... esa l 
Junkin Safety Appliance Co., Inc. .. eae I 
Karel First Aid Supply Co. 32 

Medical Supply Co. ..... 136-137-138 81, 98, 
117, 130 


2 
I 


Mine Safety Appliances Co. .... .83-84-85-86 
Orthopedic Frame Co. .... .-d14 


Sarole, Inc. 307 


TOOLS & BURNERS 


Insto-Gas Corp. 


VISION TESTING MACHINES 


Keystone View Co. .......... co< eee 


WARNING SIGNALS 


Stewart R. Browne Mfg. Co., Inc. 
New Castle Battery Mfg. Co. 
Prairie State Products Co. 


U-C-Lite Mfg. Co. 





Use this guide daily at the National Safety Congress 
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WASHROOM EQUIPMENT 


Bradley Washfountain Co 
Lightfoot Schultz Co. 
Onox, Ine. pe die eens 
G. H. Packwood Mfg. Co. .. 


WASTE RECEPTACLES 


Protectosea 105-106 


WATCHMAN'S CLOCKS 
Detex Watchelock Corp. 


WELDING HELMETS By 


American Optical Co. 
Boyer-Campbell Co. 
Chicago Eye Shield Co. 
Dockson Corp. 
Fendall Co. 
Fibre-Metal Products Co 179-180 
Glendale Optical Co., Inc 303 
Jackson Products, Inc. . re eae 
Mine Safety Appliances Co. ..... .83-84-85-86 
Pulmosan Safety Equipment Corp. ... .63-64 
Sellstrom Mfg. Co. 132-133 
U. S. Safety Service Co. ........ 100-101-102 
Welsh Mfg. Co. 124 
Willson Products Div., 
Ray-O-Vac Co. 


. 78-79-80-81 


107-108-109 


WIRE ROPES, CABLES, SLINGS, HOOKS, FITTINGS 


\merican Chain & Cable Co 
Bethlehem Steel Co. 

Jones & Laughlin Steel Corp 
Lowery Bros., Inc. ; 
Miller Equipment Co., Ini 
Newco Mfg. Co., Inc. 

S. G. Taylor Chain Co., Ine. 
Union Wire Rope Corp. ... 


WOMEN'S CAPS 


Safety Clothing & Equipment Co. .....55-5 
Standard Safety Equipment Co. .......34 


WOODEN SOLE SHOES 


Reece Wooden Sole Shoe Co. . . 
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Put your finger on 


GREATER EYE SAFETY 








SIGHT SAVERS keep 


Mitcore Aroated titted 
5 safety glasses clean and safe 





é A wide awake eye safety program requires more than safety glasses... 
it also calls for a really convenient way to clean them and thus assure 
their proper use. That's the SIGHT SAVERS way .. . most practical and 
efficient method ever developed to keep glasses sparkling clean. Chances 
are many of the people in your plant are already sold on SIGHT SAVERS 

they're bought and used regularly by millions of glasses wearers. 


SIGHT SAVERS contain enough of silicones to do their job quickly, con- 
veniently, economically .. . no messy fluids. That’s why they’re ideal in 
plants ... just snap the lever on a SIGHT SAVERS CLEANING STATION 
and it delivers one large 3 x 7” tissue . . . ready-to-use. 


SIGHT SAVERS CLEANING STATIONS ARE FREE... a $2.50 
value with your purchase of Sight Savers tissues. So, install plenty of 
them... at convenient points throughout your plant, offices and wash 
rooms. Available in safety green, black or white. They're compact, 
3/2 x 8” over-all . . . easy-to-install, adhesive or mechanical mounting 

. easy-to-maintain, simply insert SIGHT SAVERS Refill Packets, 800 
tissues each, as needed. 


Give the green light to greater eye safety. Put SIGHT SAVERS 
within easy reach of everyone in your plant. Install SIGHT SAVERS 
CLEANING STATIONS .. . distributed through leading Safety Supply 
Houses everywhere. In Canada, distributed by Safety Supply Manu- 
facturing Company, Toronto. 

first in Silicones 


smncont 


ek 3  ##$DOW CORNING CORPORATION 
i MIDLAND MICHIGAN 


DOW CORNING SILICONES LTD. 
TORONTO, ONTARIO 


Circle No. 135 on reader service card for more Information 
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Two Fire-Safe Hydraulic Fluids to provide 
maximum operating efficiency and eliminate 
danger of Hydraulic Fires 


Up to eighty-five percent of all hydraulic applications can 
operate at top efficiency . . . with complete protection from fire 
danger .. . with Houghton’s Houghto-Safe 620. Houghto-Safe 
620 is a water-base fluid which will not burn nor explode. 
Packings don't have to be changed when you install it. It is 
non-toxic, safe to handle. It guards against rust and corrosion. 
Plus benefit: Houghto-Safe 620 costs less than other types of 
fire-resistant hydraulic fluids. 


For systems running consistently above 150°F. and for heavily 
loaded pumps and bearings, you can get peak hydraulic 
efficiency with Houghto-Safe 1020. This is a new, specially 
compounded and fortified synthetic fluid—a further exclusive 
development of Houghton Research that serves to prevent 
rust, resist foaming and increase the oiliness factor, thus 
reducing wear. 


Ask your Houghton Man about the two types of Houghto-Safe. 
He'll be glad to show you how they can take fire danger out 
of any hydraulic job in your plant. E. F. Houghton & Co., 
303 W. Lehigh Ave., Philadelphia 33, Pa. 


Ready to give you 
on-the-job service... 


Circle No. 8 on reader service card for more Information 





y Re es a 


OF PEOPLE AND SUPPLIERS 





John C. Henning has been appointed 
safety director at Tect, Inc., Dumont, 
N. J., producer of safety cleaning sol- 
vents and cleaning compounds. He 
comes to Tect with 19 years’ experience 
in the field of safety engineering. For- 
merly he had worked for American 
Mutual Liability Insurance Co., Zurich 
General Accident Liability Insurance Co., 
Indemnity Insurance Co. of North 
America, and Sinclair Refining Co. Hem- 
ming is a graduate of Franklin & Mar- 
shall College of Lancaster, Pa. 


J. C. Henning J. J. Dunleavy 


Pyrene—C-O-Two Corp. of Newark, 
N. J., recently acquired by Fyr-Fyter 
Co. of Dayton, Ohio, will be headed 
by James J. Dunleavy. He formerly 
served as vice president and general 
manager of Fyr-Fyter’s Wooster Brass 
Div. The firm which Dunleavy heads 
will be operated as the Pyrene—C-O- 
Two Portable Div. and C-O-Two Sys- 
tems Div. of Fyr-Fyter. The former 
will manufacture and sell portable fire 
extinguishers, wheeled engines and 
portable CO, extinguishers. The latter 
will continue to manufacture and sell 
all types of carbon dioxide and foam 
systems equipment. Assisting Dunleavy 
will be Charles S. Duncan, vice presi- 
dent and assistant general manager; 
William E. Tromanhauser, vice president 
and sales manager of Portable Div.; 
C. T. DuBreuil, vice president and man- 
ager of Systems Div.; Burr Williamson, 
sales manager Systems Div.; Frank B. 
Allen, vice president and chief engineer; 
and Ralph F. Batch, vice president in 
charge of production. 


J. Roy Abell has been elected presi- 
dent of Protective Equipment, Inc., Chi- 
cago, Ill., distributor of industrial safety 
equipment. One of the founders of 
the company, Abell served as secretary 
and treasurer for the past 27 years. 

Continued on page 159 
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Teach « 


ing and sales rights of its Sentry valves lecture course, consisting of 16 weekly 
The latch type valves are widely used evening sessions, will be opened fall 
in the chemical, petroleum, and gas in semester. The second lecture course, 
dustries for automatic closing of gas scheduled for the spring of 1957, will 


and fuel lines. 


Continued on page 158 





be concentrated in a period of one week, 

full time. Registration fee is $25. Fur 

A reorganization became necessary be ther information is available from Se« 

cause of the recent death of G. E. Registered nurses will be interested retary, Institute of Industrial Health 

Semple, former president. Other cor in a series of courses in occupational College of Medicine, Cincinnati 19 

porate changes include the election of health, to be offered by the Institute of Ohio. 

G. J. Tresslar as treasurer and John G. Industrial Health of the University of 

Jeffrey as secretary. These offices will Cincinnati College of Medicine. These 

be held in addition to their regular ertificate courses are designed to a H. William Heinrich has been elected , 

duties as sales manager and manager, quaint nurses already in industry, as chairman of the Uniform Boiler & 

respectively. well as other interested nurses, with Pressure Vessel Laws Society, Inc., New 
current concepts and practices in the York City. Formerly he was superin 


field of occupational health. The first tendent of the Engineering and Loss 


Joseph Buegeleisen Co., Detroit, 2 i 
Mich., manufacturer of the Buco line No-Risk 30-Day Trial Offer Proves... 


of industrial safety products, has an- 


nounced a new group of face shields | NEW WATERLESS SKIN CLEANSER 
and helmets—especially designed with | y 
comfort in mind—ready for national 


distribution. The line features “Con | AGTUALLY CONTROLS DERMATITIS... 


tour-Fit,” which assures comfort and 


ras vachaigieer. kee iene ae | So wwe DOLLARS 
manager, will handle sales to exclusive 


distributors ii ANTISEPTIC 


 WIBRA-CLEAN 


Of course, workers exposed to sources of skin dis- 
; ease are potential contributors to lost time and dollars. 
neal NOW ... a new skin cleanser—VIBRA-CLEAN- 
’ waterless and antiseptic, has met this problem and 
i scientifically solved it. Easily rinsed off with water. 
pees fo move late its new 35.- \3 HOW? Vibra-Clean dissolves industrial soils and floats 
000 square foot building at Sausali- foreign matter from the skin; at the same time Derma- 
= WP Safels Reman Trol (our trade name for Monsanto’s Actamer) reduces 
to, Calif., by December, E. D. Bullard = skin bacteria as much as 97%, catches infection before 
Co. manufacturer and distributor of “se it begins. Added lanolin in the formula helps to restore 
safety equipment, has announced the human oils in the skin immediately. 
assignment of three district mana- 


The Most Sensitive Skin cannot be 
gers: Herbert Raschke, Midwest dis- 


injured or irritated by Vibra- 
trict; Norris Seastrom, Northwest Clean. It contains no ammonia, 


district; and Edward J. Illes, South- : Sin kerosene or other toxic ingredients. 
west district. They will be directed : 
by Paul O'Donnell, sales manager, 
and E. W. Bullard, Jr., vice president 
in charge of sales. The new plant, 
which was required by increased 
sales activity, is shown in an archi- Self-sealing, VIBRA-CLEAN dispenser 
tect's drawing above. It will be | portable dispensing makes hand care con- 
located on a three and one-half acre bag on trucks, outside or inside jobs. proccess easy. We 
; ; ace ispensers in 
prey nv ey lg arn gale VIBRA-CLEAN Eco-Pak...0 new self. critical trouble 
| dispenser bag... gives your “roving spots, washrooms, 

workers a portable dispenser... and wherever hard-to- 

Eco-Pak is ideal for the new economy remove soils exist 

dispenser assuring dispenser “service” ..and we maintain “No waste” 

for all shifts, without any waste. every single dispenser. polished aluminum 

. a | dispenser, needs on! 

Fee neta Prodacts ines MC" | Gut losses in MANHOURS and DOLLARS—Mail this Coupon today: " one hand to operate 
of a new sales organization devoted | HANLON CHEMICAL COMPANY, INC. 
to serving the Rochester, N. Y., area VIBRA-CLEAN is especially 1016 South Coy, Kansas City 3, Kansas 


‘ | Please rush me complete information on new VIBRA- 
Pere. 98 comeve Gay CLEAN...the skin cleanser that actually controls dermatitis. 





Want proof of VIBRA-CLEAN 
superiority? Accept this 30-day 
trial offer. Mail the coupon below 
for complete fac's. 


Sensational “one hand” 








with a complete line of industrial safety 
equipment. The firm is a well-estab- greases, printers ink, as- 
lished manufacturer of safety supplies phalt, tar, caulking com- NAME___ 
and allied equipment. pounds, graphite and me- 
tallic dusts, diesel fuel and TITLE 
most other industrial skin 


soils right on the job. Dis- 
tributor inquiries invited ADDRESS__ 





COMPANY 





Coppus Engineering Corp., Worcester, — ___ZONE __, ae 
Mass., has acquired from McRae Corp., 


Glendale, Calif., exclusive manufactur- DISTRIBUTOR INQUIRIES INVITED! 


Circle No. 144 on reader service card for more information 
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Circle Ne. 148 on reader service card 


INSULEATHER mitt 


Astounding new special formula 
INSULEATHER mitt permits handling 
of cherry red metal . . . Yet remains 
pliable, unaffected by heat. Outwears 
many pairs of asbestos mitts while 
providing more comfort and safety. 
Write today for free literature and 
prices. 


Sturtevant, Wis. 





,Combines utmost protection 
* and style. Exclusive patented 
features found in no other hat. 


‘Write for Free Sample 
.or Order Direct from us 


15.00 


CHIC MAID HAT MFG. CO, Inc. 


630 HIGH STREET 
BUFFALO tt, N.Y. 


Circle No, 150 on reader service card 


160 





Control Div., Travelers Insurance Cos. 
A member of the American Society 
of Safety Engineers since 1924, Hein- 
rich is the author of Industrial Ac« 
dent Prevention, standard textbook 


some 26 universities 


Shown above is John Randolph Bray, 
president of Bray Studios, Inc., New 
York City producer of training films, 
receiving a Certificate of Apprecia- 
tion from the Dept. of the Army for 
his “outstanding patriotic civilian 
service.” The award, signed by 
Army Secretary Wilber M. Brucker, 
was presented to Bray by Col. 
Arthur A. McGrary, commander of 
the Army Pictorial Center at Long 
Island City, N. Y. Bray Studios, Inc., 
developer of animated cartoon pro- 
cess, is one of the largest producers 
of training films in the world. 


Leslie R. Schroeder will represent Co- 
lumbus McKinnon Chain Corp., Buffalo. 
N. Y., manufacturer of industrial chain 
and hoist products, in the Missouri and 
Illinois areas. He will headquarter in 


St. Louis. 


Wilson Rubber Co., 
manufacturer of rubber gloves, has an 
nounced the retirement of Karl P. Her- 
ager. He has been a member of the 


Wilson staff since 1916 


Canton, Ohio, 





Junkin Safety Appliance Co., Inc., 
manufacturer of power press guards, 
grinding wheel shields, and stretch- 
er equipment, has opened its new 
plant, shown above, at 3121 Millers 
Lane, Louisville, Ky. The new plant 
more than doubles the former work 
and storage areas occupied by 
Junkin. 
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You Can Tell 


In Moments 


Whether you are dealing with sickness 
or intoxication with 


The HARGER 
DRUNKOMETER 


You now have a provable, accurate and 
simple way to determine the extent to 
which alcohcl is responsible for a person's 
impairment of function 


Let us give you a FREE Demonstration 
or send for pamphlet O-103 


VISIT OUR BOOTH NO. 222 
AT THE NATIONAL SAFETY CONGRESS 


STEPHENSON yy zauzaay Vopr 
WwW SERIEY 


£0 BANK 











“Common industrial dust’’ magnified 35 
times. Photomicrograph by 
University of Minnesota 


but TORIT traps it 


Dust is hard on the eyes—and also 
hard to see. For instance, dust does 
not necessarily fly off grinding wheels 
in the same direction as the sparks— 
instead, it rises right into the face. 
But Torit dust collectors give you 
control over dust at its point of or- 
igin. Unitized for portability—you 
are not limited by a central built- 
into-the-building dust control sys- 
tem. Many models and sizes. See 
Sweet’s Machine Tool File or write 
today. Priced from $190.00. 


TORIT MANUFACTURING CO. 


DEPT. 808 311 Walnut Street, St. Paul 2, Minn. 
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SAFETY 


7th Annual National Noise Abatement 
Symposium. Hotel Sherman, Chicago 
Ill., Oct. 11-12. Meeting deals with a 
discussion of noise problems and acous 
tical developments General sessions 
cover: quieting machinery; hearing loss 
problems; and quieting a noisy en 
vironment. Information: Guy J. Sand 
ers, Armour Research Foundation, Illi 
nois Institute of Technology, 10 W 
sth St., Chicago 16, Il. 


International Sanitation Maintenance 
Show & Conference. New York Colli- 
seum, Oct. 14-16. Up-to-date informa 
tion on sanitation equipment, supplies, 
and proc edures. Meeting sponsored by 
Industrial Sanitation Management As- 
sociation, National Association of Bak 
ery Sanitarians, and Association of 
Food Industry Sanitarians. Some 75 
firms will exhibit products and sup- 
plies. Information: Orkin Expositions 
Management, 19 W. 44th St.. New 
York 36, N. Y. 


44th National Safety Congress and Ex 
position. Chicago, IIl., . Oct. 22-26 
Session on industrial safety will be held 
at Conrad Hilton, Congress, Morrison, 
and LaSalle Hotels; traffic safety ses 
sions at Congress Hotel. Complete 
product exposition. Information: R. L. 
Forney, secretary, National Safety 
Council, 425 N. Michigan Ave., Chicago 
11, Ul. 


9th Annual Convention of the Inter- 
national Rescue & First Aid Association. 
Commodore Perry Hotel, Toledo, Ohio, 
Nov. 1-3. Meeting open to members 
and non-members of the association. 
Program features outstanding speakers 
and panel discussions and workshops 
on rescue and first aid techniques. Prod- 
uct exhibit. Information: International 
Rescue & First Aid Association, 201 S. 
Washington St., Alexandria, Va. 


19th Annual South Carolina Accident 
Prevention Conference. Jefferson Ho- 
tel, Columbia, S. C., Nov. 8-9. Program 
deals with all phases of accident pre- 
vention. Information: J. D. Watson, 


CLASSIFIED 











FOR SALE 


\pex Specialties Co. Providence 

R. LL. desires to sell a large number 
of high production injection moulds 
for sweatbar, club temples and plastic 
sogule frames. Write for full informa 
tion to: Apex Specialties Co. II 
Douglas Ave., Providence 1, R. I 





POSITION WANTED 


Safety engineer—profit conscious. Ex 
perienced in all phases employee acel 
dent prevention. Program and admin 
istration, Presently employed. Will 
relocate. Write Box 884, OccUPATION 
au Hazarps, 812 Huron Rd. Cleve 
land, Ohio 





Jr Safety Engine 
Industrial Comm 


84th Annual Meeting, American Public 
Health Association. Convention Ha 
Atlantic City; N. J., Nov. 12-16 Ay 
proximately 75 sessions will deal wit 
arious public health activities, bot! 
the administrative and scientific 
Some 4,000 pl ublic health workers 
ed to attend Information 
ld M twater, executive 
merican Public Health 


90 Broadway, New York, 


21st Annual Meeting of Industrial 
Hygiene Foundation of America, Inc 
Mellon Institute, Pittsburgh, Pa.. Nov 
14-15. Seminar and exhibit covering a 
phases of industrial hygiene work, prol 
lems, techniques, and developments. Ir 
formation: Vivian M. Colonna, P 
lic Relations Bureau, Industrial H 
giene Foundation of America, | 
Mellon Institute, 4400 Fifth Ave., Pitts 
burgh 13, Pa 


West Coast Trade Show, National 


Sanitary Supply Association. Ambassa 


dor Hots l, Los Angeles, Calif., Nov 25- 


27. Manufacturers’ products will be 


brought to the attention of sanitary 
suppliers of the Western states. Some 
147 display booths will be organized 
Information: National Sanitary Sup 
ply Ase sociation, 139 N. Clark St., Chi 
cago 2, Ill. 
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PAT. NO. 2655916 


TESTED and PROVED! 


$1950 


FOB OMAHA 


FIRST IN FIRST AID 
with INDUSTRY 


¢ LIGHTWEIGHT 

e COMPACT, STURDY 

¢ COMPLETE 
IMMOBILIZATION 

eNO TRAINING NEEDED 

e ALL PURPOSE KIT 

e EASY TO APPLY 

e READILY WASHABLE 

° INEXPENSIVE 


a | 
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Tk Uniform Pip e 
Identification i 


Makes it easy and economical 
to standardize pipe marking 


e Shows you how and where to mark 


utility, process, and supply lines 
ie Shows you how to estimate costs. 
Tells you how to write specifications. 
Simplified check list figures your 
yg marking needs 
You can compare actual costs for 
painting and stenciling vs. the Brady 
System 
© Planning Schedule helps install mark- 
ing system fast at lowest cost 
© You get working samples for testing. 
If marking pipes is your responsibility, write for this 
valuable Planning Kit on your letterhead today. 





42 


W. H. Brady Co., 732 W. Glendale Ave., Milwaukee 12, Wis. 








In emergency this new FITE RITE 
ASBESTOS FIRE BLANKET is avail- 
able instantly. 
Stored in metal container, painted bril- 
liantly red, and may be hung on the 
a. wall just like a fire extinguisher. 
PULL MASP 
EASE SLANKET Blanket can be used to 
a @ Smother clothing fire by wrap- 
y ping around victim. 


© Shield fleeing persons from 
flaming area. 


@ Beat out or smother flash fires. 


¢ Cover machinery and material. 
protecting them from flying 
embers or sparks, or nearby 
welding. 


This fire fighting and protecting equipment is 


needed in every plant. Bulletin sent on request. 


A FEW TERRITORIES AVAILABLE FOR QUALIFIED DEALERS 


COTTON GOODS MFG. COMPANY 
216 W. CLINTON ST. © CHICAGO 6, ILL. 





designed for economy! 


Presenting the NEW Pre-Fabricated 


Series “200” 


IAC AUDIOMETRIC TESTING ROOM 


Welcome addition to the JAC line of standardized, 
pre-fabricated audiometric testing rooms, the new 
Series 200 room was developed to fill the need for 
a quality testing room which would provide 
additional economies where attenuation 
requirements to be met were less severe. 

Featuring such new 

IAC developments as 

“Noise-Lock” doors, 

windows and vent 

silencers; plus rubber 

cushions; floating 

floors: audiometer jack 

panel, etc.; the Series 

200” room provides 

sound levels necessary 

to give trouble-free 

audiometric tests, 

assuring the validity of 


For additional information, 
send for Bulletin AT 32-200 
Information is also avail- 
able = ~ oy Fag — 
**1200'' Series and on Be Mondor 
rooms for specialized ap- Ww SS —— 
plications. 


the audiograms made. SY 


ay 
[Sy 341 Jackson Avenue * New York 54,N.Y. 














INDUSTRIAL ACOUSTICS COMPANY, Inc. 


Specialists in Noise and Pulsation Control 
* CYpress 2-0180 
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tance of proper inspection ol 
noles. Sound maintenance pract 
signed “to make old poles y 


onstrated 


SAFETY TOPICS ca meveuce ms 


olor. 8 min., sound Orde 
c Education Dept., Aetna Casualty 
iretvy Co., Hartfor 1, Cont I 


ca Aetna representative 


fro 


How To Avoid Muscle Strains. Movie 
l6mm, b&w, 13 min., sound. Order 
from: Bray Studios, Inc., 729 Seventh 
Ave., New York 19, N. Y. Available for 
purchase, $60, or rental, $3.50 the first 
day and $1.75 for each succeeding day 


borrower pays return postage 
ited film which 
of acting like a cl 
hee This award-winning him stars 
haracter known as “Charley You 
Film rated as excellent by the Ameri head.” Witl 
can Medical Association and U. S 
Dept. of Agriculture Both — living 


models and animated drawings show 


1 a humorous appt 
eaches the important 


the proper and improper methods of 
lifting heavy objects. 


I'm No Fool With Fire 
vr, & muin., soul 
Company Fire Prevention. Movie t Disney Productions 
l6mm, b&w, 25 min., sound. Ohio in Div., Burbank, ¢ 
dustries order from: Film Library, Fire son Ave., New 
Prevention Bureau, Division of State ivailable d 
Fire Marshall, 111 Wyandotte Bldg 
Columbus 15, Ohio. Free loan, bor 
rower pays return postage. By the Los 
Angeles Fire Dept., to demonstrate or 
ganization of fire prevention programs 


ler Six-yeé 


on the company level. Shows inspec 


tion proc edures. 


Pole Inspection and Maintenance 
Movie: 16mm, color, 22 min., sound 
Order from: State Agricultural Exten- 
sion Service in your area; for informa- Human Relations in Supervision 
tion write Office of Information, U. S eries of 35 mm sound filmstrips 
Dept. of Agriculture, Washington 25 re cas tudies, dealing witl 
D. ¢ Free loan; borrower pays postag: ibjects as insubordination, pr 


both ways. Film stresses the impor ip, cooperation betwee 








Shut Out NOISE 


WITH THE SMR 


EARSTOPPER 


Soft comfortable resilient, the SMR EAR 
STOPPER adjusts itself to ali shapes, turns and 
movements of the ear canal, Will not slip out 
of the ear. Has a long life and is reasonable in 
cost. Furnished in a plastic case. Forty-five cents 
per set in full gross lots 


~ SURGICAL MECHANICAL 
Free sample when requested RESEARCH INC. 


on company stationery. 1905 Beverly Bivd., L. A. 57, Calif. 
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L-800 
THIS NUMBER 
MEANS POSITIVE 
ALL DUST 
PROTECTION 


ALL DUST 
RESPIRATOR 


U.S. BUREAU OF MINES 
APPROVAL +2160 


@ Approval for practically 
all dusts 

@ Black Alumilited finish 
resists corrosion 

@ Unaffected by heat, 
oils, solvents 

@ Approved filters inex- 
pensively replaced 

@ All parts replaceable 
at low cost 


wos 


SAFETY EQUIPMENT CORPORATION 


644 Pacific Street, Brooklyn 17, N.Y., STerling 9-0200 
1007 Washington Ave., St. Louis, Mo., CHestnut 1-9393 
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and supervisors, work assignments, sure automatic sprinklers are ready for 
supervisory responsibility, disgrunt 


action. The film shows what happens 
employees, incompetent employees, rules when safety rules are overlooked, and 
enforcement, tardy employe es, leader 


also reveals the effectiveness of properly 
ship, work habits, physically hand employed safeguards and controls 
capped employees, and enforcement 


safety rules. Set of 24 filmstrips ar 


physical hazards and human careless 
ness in promoting industrial safety. The 
films are available in English and also 
in Spanish for Mexican and Puerto 
Ric in workers 


12 records sells for $155. Individual 
filmstrips sell for $3.75 each; recor 
for $7.00 each. The record carries 
sound for two filmstrips. A lea 
guide accompanies each purchase. T} 
1s rj Ss 7} ase ro yle s irom . ° ° 
— “he — ny nd ae 20 min., sound. Purchase price, $110 Arc Welding Stainless Steel. Movic 
actus ars e °c s. ade trom " ? . 
wegeees gee renga — Order from: Factory Mutual Engineer from Syndicated Films, 1022 Forbes St., 
McGraw-Hill Book Co., Inc., Text-Fi ~~ weer a P , pages ' 
Devt.. 330 W. 42nd St. N \ ing Div., Box 510, Norwood, Mass Pittsburgh 19, Pa. Film produced by 
en ee tose Bere Sa ee Demonstrates the importance of weekly Allegheny Ludlum Steel Corp. It 
N.Y. . a 
inspections and of maintenance o views electric arc welding of 18-8 stain 


sprinkler systems. Includes reminders ss steel. Shown are types of bead, 


Fire Defenses Ready. 16mm, color, 


re 


on checking water supplies, inspecting manipulations of the arc, and precau 
ind sealing sprinkler valves, precautions tions to be 
to foiliow wien sprinklers are shut off borrower pay 


temporarily, use of red tags, drain tests 


observed. Free loan basis, 
s return postage 


} 


ind procedure in case of fire Pro 
uced in 1953. 
Flammable Liquid Fire Safety. 16m 
color, 20 min., sound. Purchase 1 
$125. Order from: Factory Mutua 
Engineering Div., Box 510, Norwoo 
Mass. Film outlines 14 steps to fla 
mable liquid fire safety. It emphasi 
the following points in  flammal 


Grinding Wheel Safety. l6mm, b & w, 
20 min., sound. Available on free loan 
basis: borrower pays return postage 

liquids safety: treat flammable liquids Accidents Don't Happen. Movie Order from: Norton Co., Publicity Dept., 
with respect; no smoking, no matche lomm, b&w, 30 min., sound. Order Worcester 6, Mass. The film empha 
no open flames; prevent static sparks from: Employers Mutuals of Wausau 
no cutting, no welding; use safe el Wausau, Wis. Five films have bee 
trical equipment; make sure ventilati« uced 


sizes some oi the more critical factors 
n pro in the care and handling of grinding 
in this group. They deal witl wheels, and the important causes of 


subjects is ‘Organizatior crinding wheel breakage. In ordering. 
the right extinguisher; inspect ar Machines,” “Handling,” “Falls,” 


maintain extinguishing systems: make Safe 


is operating; use safety containers s such 


i! illow three or four weeks, and give at 
Driving.” Show how to eliminate east one alternate date, if possible 








Powdered 


— HEAVY DUTY 
Liquid EVERY TYPE OF Bar 
Soap oa SKIN CLEANSER : 


Soap 








STEP 
LADDERS| 


akelalthielaitia-. mel i MRisla-\-Mniceliimecehs? Proven’ performers in 


material to finished product! all’ types et tndue- 
. trial plants. Prized 


by Contractors for 


resistance to twist 
A Specialized Soap to Meet Every 


* or wobble. An un- 
Type of Plant Requirement! 


excelled value ‘for 


Whether for light, heavy or extra heavy duty, for weary ae 
general plant or office use, or to solve specific 
cleansing problems, our more than 40 years of oe 
experience in serving industry is at your service. my 6A complete line of 


. o2 . ‘ : . ! aluminum ladder 
Your inquiries will receive prompt and intelligent DEPT. 0-10 TD geedecs, Witte ter 
attention! LOUISVILLE LADDER COMPANY ; catalog specification 
1101 W. Oak e@ Louisville, Ky. sheets. 


All TYPES OF 


LIGHTFOOT SCHULTZ COMPANY { OUISVILLE © 4mm 


me 
380 MADISON AVENUE NEW YORK 17, N. Y. "> PLANKS «STAGES 
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for this 
Safety Director 


He left his chain worries behind him 22 
years ago. He did it by adopting 
Herc-Alloy when it was introduced 

in 1933...and by staying with 

it ever since. Many did it then... 

and many, many more have 

done it since. 


Herc-Alloy was deveieped and In 
Columbus McKinnon in 1933. Today, _ 
Herc-Alloy chains are in service throughout - 
American industry. Through the years, 
Herc-Alloy quality has been constantly 
improved. It is unmatched for safety, 
durability and ultimate economy 

for the user. 


HERC-ALLOY 


* COLUMBUS McKINNON CHAIN CORPORATION 


TONAWANDA, NEW YORK 


REGIONAL OFFICES: NEW YORK + CHICAGO + CLEVELAND 
In Canada: McKinnon Columbus Chain Limited, St. Catharines, Ontario 
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Alan Wood Steel Co. 29 
Aluminum Ladder Co. 129 
American Abrasive Metals Co. 26 
American Engineering Co. 35 
American Industrial Safety 
Equipt. Co. 64 
American Optical Co. 50-51 
Ampco Metal, Inc. 65 
Ansul Chemical Co. 118 
Armour & Co. 25 
Audivox, Inc. 1] 
Award Incentives, Inc. 110 
Ayerst Laboratories 124 


W. M. Bashlin Co. 92 
Bausch & Lomb Optical Co. 
Cover Ill 
Bearfoot Sole Co. 142-143 
Blackmer Pump Co. 28 
Bomgardner Mfg. Co. 122 
Boyer-Campbell Co. 128 
W. H. Brady Co. 162 
Bray Studios, Inc. 93 
Bristol-Myers Co. 132 
Lester L. Brossard Co. 72 
Brulin & Co., Ine. 137 
Buffalo Fire Appliance Corp..114 
E. D. Bullard Co. A5 
Burgess-Manning Co. 135 


R. H. Buhrke Co. 112 


Carbisulphoil Co. 122 
Carhoff Co. 136 
Carpenter Mfg. Co. 32 
Charleston Rubber Co. _. 99, 136 
Chemical Corp. 93 
Chicago Eye Shield Co. 33 
Chicago Watchclock Co. 102 
Chic-Maid Knitting Mills, Inc, 160 
Classified 161 
Columbus-McKinnon Chain 
Corp. 

Cooley, Inc. 

Coppus Engineering Corp. 
Cotton Goods Mfg. Co. 

H. S. Cover 

M. E. Cunningham Co. 
Cycle-Flo Co. 


eee —_ 
eno at nN 
CmOnwmvo yg 


— > A 


— 
No 
i) 


D & L Products 138 
Dameron Enterprises, Inc. 34 
A. C. Davenport 120 
Dayton Safety Ladder Co. 74 
Detex Watchclock Corp. 95 
Dockson Corp. 74 
Dow Chemical Co. 35 
Dow Corning Corp. 157 


E. I. Du Pont de Nemours 30, 104 
Eagle Mfg. Co. 127 
Eagle-Picher Co. 2 
Electro-Voice, Inc. 119 
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J. H. Emerson Co. 92 


Federal Sign & Signal Corp... .38 
Finnell System, Inc. 4 
Frommelt Industries 86 


Louis A. Gann Corp. 130 
General Bandages. Inc. 9] 
General Textile Mills, Inc. . 121 


\. E. Halperin Co., Inc. 98 
Hanlon Chemical Co., Inc... . 159 
Haws Drinking Faucet Co. 96 
Hild Floor Machine Co. 110 
Hood Rubber Co. 11] 
E. F. Houghton & Co. 158 
Huntington Laboratories, Inc. 116 
Hynson, Westcott & Dunning, 
Inc. 40 
Hy-Test Safety Shoes Div. 6-7 


Industrial Acoustics Co. 162 
Industrial Gloves Co. Ws 
Industrial Products Co. 112 
Iron Age Safety Shoes Div. 12-13 


Jackson Products, Inc. 10 
Jaxco, Inc. 160 
Jomac, Ine. 49 
Junkin Safety Appliance Co. 117 


Kelley-Makorney Co. 64 
V. E. Kennedy-Ingalls Co. 137 
Keystone View Co. 140 
Koppers Co., Inc. 


Laduby Co., Inc. 
Walter G. Legge, Inc. 
Lehigh Safety Shoe Co. 
Lightfoot Schultz Co. 
F. J. Littell Machine Co. 
Louisville Ladder Co. 
Lowery Brothers, Inc. 


M-B Corp. 
M-M-A, Inc. 
Magline, Inc. 
Maico Co. 
Masury-Young Co. 
Thom McAn Safety Shoe Div. 
36-37 
B. F. McDonald Co. 82 
McGill Mfg. Co., Inc. 144 
Medical Supply Co. 
81, 98, 117, 130 
Melflex Products Co. 94 
Metal Arts Co. 115 
Midwest Noise Control Co., 
Inc. 120 
Mine Safety Appliances Co... .75 
Minnesota Mining & Mfg. Co. .92 


Nocon Products Corp. 121 


97 


Occupational Hazards 37 
Onox, Inc. 98 
Orthopedic Frame. Co. 139 
Osborn Mfg. Co. 144 


Pabco Covering Div., Fiber- 
board Paper Prod. Corp. . . 108 
G. H. Packwood Mfg. Co. 16 
Pioneer Rubber Co. 57-58 
Pulmosan Safety Equipt. Corp. 
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Ready Made Sign Co. Po 
Reece Wooden Sole Shoe ta. 110 
Rochester Safety Equipt. Co. 137 
Rose Mfg. Co. 96 


Safety Box Toe Co. 106-107 
Safety Clothing & Equipt. Co. 127 
Safety First Products Corp. 87 
Safety First Supply Co. 10] 
Safety Tower Ladder Co. 8 Wy, 
Sani-Mist, Inc. 130 
H. M. Sawyer & Son Co., Inc... .73 
A. Schrader’s Son Ind. Div. 
113, 140 
Scott Aviation Corp. 100 
Searjeant Metal Products 116 
Silicone Paper Co. 3 
A. Smith & Son, Inc. 10] 
Speedi-Dri Corp. 3] 
Standard Industrial Products 
Co. 126 
Standard Safety Equipt. Co...135 
Stephenson Corp. 116, 160 
Stonehouse Signs, Inc. 60 
Sugar Beet Products Co. 90 
Superior Rubber Mfg. Co. .. 124 
Surety Rubber Co. 8 
Surgical Mechanical Research, 
Inc. 163 
Tamco, Ine. 8 
Tect, Inc. 1 
Timmins Splint Co. 161 
Tokheim Corp. 126 
Torit Mfg. Co. 160 


Union Wire Rope Corp. 55 
U. S. Rubber Co. 125 


U.S. Safety Service Co. 97 


Washington Products Co. 56 
Watchemoket Optical Co. . 14-15 
Wearhide Glove Co. 140 
West Disinfecting Co. 66 
Wheeler Protective Apparel, 

Inc. . .39 
Wilkins Co., Inc. Cover II 
Williams Jewelry & Mfg. Co.. 62 
Willson Products Div., 

Ray-O-Vac Co. 17-24 
Wirt & Knox Mfg. Co. 62 
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VOU can have 


pty Glasses, too! 


- New S-7 Bal-SAFE lens shane... 
for wider field of vision, better 


eye coverage, smarter appearance. 


Last year Bausch & Lomb introduced Titan, bringing 
the ‘‘new look” to quality safety eyewear. Titan is 
a combination metal-plastic frame of remarkable 
strength and outstanding appearance, winning in- 


stant worker acceptance. 


Now comes an all-plastic companion frame. Y-60 
(solid nose pads) and Y-61 (adjustable pads) 
are made from finest quality uniform 
texture sheet acetate. With the 
outstanding new S-7 lens shape... 
with exclusive strength features 
in bridge, temple and endpiece 
areas ... you'll want Y-60 and 
Y-61 frames in all proper applica- 
tions in your plant immediately. 
For complete information, write to- 
day for Booklet A-1458. If you don't 
already have it, ask for the details 
on Titan, too: Booklet A-1423. Bausch 
& Lomb Optical Co., 90410 Smith St. 
Rochester 2, New York. 


BAUSCH 6 LOMB 
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Ouija boards are passe 


Time was, when a person had a question, out 
would come the ouija board for an answer. This 
wasn't too accurate a system, of course... but a lot 
of people put a lot of faith in what the ouija board 
told them. 


Times change — and today accuracy is the keyword. 
That’s why the modern business publication wants 
its circulation audited. 


In joining BPA* the publisher is taking an impor- 
tant step toward sound and accurate planning in your 
behalf. It means that he is checking, double-checking 
and constantly rechecking 

®@ Who you are 
@ Where you work 
@ What your job is 

He wants and needs this information —and the 
BPA* audit can assure both him and his advertisers 
that he is getting his magazine into the hands of 
people qualified by their common interests to receive 
it. It helps him to give you — 

@ Editorials that will help you in your work 
® Advertising that will have value to you 

He can serve you even better if you will complete 
surveys and questionnaires which he may send you, 


and if you will give him your thoughts and opinions 
on the editorials and advertisements in his magazine. 


You, the reader, are the key person to the publisher 
— and the BPA* audit helps him in his never-ending 
effort to think about you and design his magazine 
for you. 


You, the reader, benefit when the circulation of a 


publication is audited by... 


*BUSINESS PUBLICATIONS 


AUDIT OF CIRCULATION, INC. 
420 Lexington Avenue New York 17, N. Y. 


A Non-Profit, Tripartite Membership Corporation of Advertisers, Advertising Agencies and Business Publications 








A SUMMARY OF 


USEFUL 
LITERATURE 


CATALOGS e MANUALS e BULLETINS e BROCHURES 


Which have been listed in 


OCCUPATIONAL HAZARDS 


during the past year 


TETEEEEEUAUEUEUEDEEE RE ECGEEEDEE EEE DEDEE EERE DEUCE EEEEEEECEEEEEECDEEERE REC CEPR EEE EE CR EEEEEE EERE TEER REDE EEE E DEERE EEO EEE E EEE 





OCCUPATIONAL HAZARDS 
812 HURON ROAD agi Pb. 
CLEVELAND 15, OHIO PAID 


Pontiac, Illinois 
Permit No. 21 











HIIA HOGYY NY 
iS 1S812 WN SIS 
SATISOUIIN ALISUBATNN 


2914 SHSAZLS 


Any item (5s) listed wall be sent to you 
promptly if request is made on the post- 


age-free reader service card enclosed 
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Dust and Fume Control Equipment 


Ear, Eye and Head Protective Equipment 


Fire Protection Equipment 

First Aid Supplies 

Floor, Stair Maintenance and Supplies .. . 

Gloves 

Hearing, Vision Testers 

Ladders and Scaffolds 

Machine Controls and Guards 

Masks, Respirators and Resuscitators 

Material Handling Equipment .. . 
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Dust and Fume 
Control 
Equipment 











WELDING FUMES and other irritating 
fumes can be eliminated from your plant 
by use of one of the many styles of fume 
collectors which are described and _illus- 
trated in Ruemelin Mfg. Co.’s bulletin 37-E. 


Circle No. 1 


DUST CONTROL case histories are in- 
cluded in bulletin 550-D of American 
Wheelabrator & Equipment Corp. Covering 
methods of controlling dust in manufacture 
of pharmaceutical products, the bulletin 
contains illustrations of the case histories. 


Circle No. 2 


COMBUSTIBLE GAS ANALYZERS and 
alarms are described in a 20-page bro- 
chure published by Mine Safety Appli- 
ances Co. Contained in Bulletin 0703-3 are 
part-by-part descriptions of the analyzers. 
Actual installations are shown. There is a 
schematic drawing showing the design of 
a combustible gas alarm system. 


Circle No. 3 


END DANGEROUS EXHAUST fumes 
and odors from internal combustion en 
gies in your plant by application of OCM 
catalytic exhausts as presented in a bro 
chure by Oxy-Catalyst, Inc. Uses on gaso 
line, diesel or LPG-powered equipment 
are covered. Six testimonial letters are in 
cluded. 
Circle No. 4 


A PACKAGE DUST COLLECTING 
system, manufactured by Schmeig Indus- 
tries, Inc., is described in that firm’s pro- 
motion pieces. The system is said to re- 
move dust and other particles from the air 
by combined centrifugal separation and fil- 
tration. 
Circle No. 5 


UNIT DUST COLLECTORS—now avail- 
able with casters for easy movement—are 
described in literature from Torit Mfg. Co. 
Models are available for any type dust col 
lecting operation. 


Circle No. 6 


HOW TO KILL HEAT in plants with 
exceptionally hot working conditions is out- 
lined by the detailed information available 
from Coppus Engineering Corp. 


Circle No. 7 


EXPLOSIVE GAS DETECTION is made 
possible through the use of a fountain 
pen-sized indicator, says information from 
Davis Emergency Equipt. Co. The “Page 
Sensor” pocket explosive gas indicator was 
introduced jointly by Davis and the Hogart 
Engineering Co. 


Circle No. 8 


DUST COLLECTORS are catalogued by 
a bulletin of American Air Filter Co., Inc. 
Five types of equipment are pictured and 
described. 

Circle No. 9 





Ear, Eye 
and Head 
Protective 
Equipment 











8 STYLES OF GOGGLES providing top 
safety and comfort for all needs are illus- 
trated and discussed in a 4-page bulletin 
published by American Industrial Safety 
Equipment Co. The back page of this bul 
letin contains a goggle lens selection chart 
to aid you in choosing the right lens. 


Circle No. 10 


FACE SHIELDS for use in metal-finish 
ing, wood-working, and other industrial 
operations are listed, along with many 
other safety items, in the 64-page catalog 
of Martindale Electric Co. 


Circle No. 11 


A FREE SAMPLE of American Allsafe 
Co., Inc.’s “Drybrow” sweatband is avail- 
able with descriptive literature from the 
manufacturer. 

Circle No. 12 


A COMPLETE CATALOG of head and 
eye safety equipment, including goggles 
in over 20 models and with a full range 
of lenses, is offered by Dockson Corp. 


Circle No. 13 


Page 4 


sala fotos 
—_—" | 


WANT A FREE SAMPLE of “Seecloth,” 
Hygiene Research, Inc.’s product for clean- 
ing and mistproofing goggles and masks? 
Just circle the number shown below—that’s 
all you have to do. 


Circle No. 14 


SAFETY HATS AND CAPS that are 
adjustable’to head sizes from 6% to 8 are 
catalogued by Boyer-Campbell Co. Bulle- 
tins list seven permanent colors as availa- 
ble, say the headgear is made of flame- 
retardent and water-proof material. 


Circle No. 15 


SIGHT AND EYE safety is portrayed in 
a 14-page informative booklet released by 
Silicone Paper Co. of America, Inc. A 
complete coverage of the eye; how it works, 
how it can be injured through misuse, and 
what steps can be taken to aid recovery 
are presented along with a description of 
how Magic Lens tissue solves lens clean- 
ing problems. 
Circle No. 16 


FIBERGLAS SAFETY HATS and caps, 
offering excellent protection and_light- 
weight comfort, are thoroughly covered 
in Bulletin No. 45 from Fibre-Metal Prod- 
ucts Co. Included is information on the 
adjustable headband, a feature which al- 
lows one hat size to fit all head sizes. 


Circle No. 17 


COMPLETE EYE PROTECTION for 
your workers is possible with the use of 
the equipment and services presented in 
the 40-page brochure by Bausch & Lomb 
Optical Co. Featured are “Bal-Safe” lenses, 
various types of safety glasses, goggles, 
and eyeshields, and the “Ortho-Rater” in- 
strument for use in spotting visually dis- 
qualified employees. 


Circle No. 18 


HARD HATS IN WINTER are not usu- 
ally “hot” hats, so information on winter 
liners and hoods to be worn under hard 
hats should be useful. Full descriptions 
and prices on these items are available 


from B. F. McDonald Co. 
Circle No. 19 


A FREE SAMPLE of Chic Maid Hat Mfg. 
Co., Inc.’s “Guardi-Ann” women’s safety 
hat will be sent to safety men who circle 
the key number shown below on the Reader 
Service Card. 

P| Circle No. 20 


o~ 


SAMPLES of felt helmet liners and one 
piece head warmers to be worn under hard 
hats for winter warmth are mailed at your 
request by Louis A. Gann Corp. 


Circle No. 21 





AN ADJUSTABLE HEADGEAR for 
Jackson welding helmets which permits 
quick adjustment and firm locking after 
the helmet is put on is described in a cata- 
log sheet available from Jackson Products, 
Inc. A photograph shows the large nylon 
winged knob which can be turned easily, 
even while wearing gloves. Fiber glass hel- 
mets and handshields are also presented. 


Circle No. 22 


ENGINEERED for maximum protection 
and wearer comfort, models F5100 and 
F9500 safety glasses are described in a 
3-color brochure presented by American 
Optical Co. The brochure includes a 
graphic illustration of how the new shape 
lens in these metal and plastic frame 
glasses affords increased range of vision 
and greater protection at outer portion. 


Circle No. 23 


LENS CLEANING STATIONS are free 
when you purchase “Sight Saver” tissues 
from Dow Corning Corp. Complete infor- 
mation on this offer is available in litera- 
ture presented by the manufacturer. Just 
circle the number below on the Reader 
Service Card and mail it to us. That’s all 
there is to it. 
Circle No. 24 


LIGHT-WEIGHT hard hats designed 
especially for electrical workers are the 
subject of a special laboratory report is- 
sued by E. D. Bullard Co. The report, by 
an independent agency, shows how the 
hats surpass Edison Electric Institute 
standards. 
Circle No. 25 


INDUSTRIAL NOISE PROBLEMS are 
explained in literature from Flents Prod- 
ucts Co., Ine. Included is a booklet, “How 
Industry Solves the Noise Problem.” A 
chart showing the effectiveness of various 
types of ear plugs is included, along with 
price sheets on the Flents Anti-Noise Ear 
Stopples. 
Circle No. 26 


SHOCK-PROOF hard hats are the theme 
of Welsh Mfg. Co. bulletins, which de 
clare the hats come regularly in brown 
but are available in other colors on special 
order. An inside cradle makes it unneces 
sary to stock many sizes; one hat adapts 
to all heads. 
Circle No. 27 


INDUSTRIAL NOISE is the subject of 
literature available from Sigma Engineer- 
ing Co. The material explains how the Lee 
Sonic Ear-Valv operates and how it permits 
the wearer to hear normal conversation 
while it protects him against damaging 
noise volume. 
Circle No. 28 


EYE PROTECTIVE EQUIPMENT is 
presented ina 12 page brochure by Watche- 
moket Optical Co. Many styles and types 
of eye protective equipment are displaye 
Featured is information on plastic lens for 
safety goggles. 


Circle No. 29 


CLEAN, CLEAR VISION is promised 
for all types of safety eyewear by Wilkins 
Co., producer of “K-Lens-M.” A free sam- 
ple of the lens cleaning and anti-fogging 
material will be supplied, along with de- 
scriptive literature. 


Circle No. 30 


SERIOUS HEADACHES ean occur it 
your workers fail to wear their safety hats. 
General Textile Mills, Inc., would like to 
tell you about its line of maximum comfort 
hats which assure full-time wearing and 
protection. Indicate your interest on the 


Reader Service Card. 


Circle No. 31 


RUBBER SWEATBANDS, perforated 
for more comfortable wear and adjustable 
to any size head, are pie tured and described 
by literature of Pulmosan Safety Equip 
ment Co 

Circle No. 32 


SMARTLY-STYLED safety glasses with 
prescription lenses are listed in bulletins 
f United States Safety Service Co. The 
literature lists four colors available in 
frames, and lenses in single vision, bi-focal 


ind plano styles. 


Circle No. 33 





Use Reader Service Card to 
order valuable free literature. 











SPECTACLE-TYPE GOGGLES wit! 
comfort bridges of polyethylene which can 
be worn all day without discomfort are 
fully described and illustrated in litera 
ture released by Chicago Eye Shield Co 


Circle No. 34 


WOMEN’S SAFETY CAPS of flame 
proofed blue mesh, manufactured in 1 ad 
justable size to fit all heads, are covered 
in an illustrated catalog available fron 
Klear-Vu Corp. 

Circle No. 35 


NO-FOG CLEANING STATIONS are 
described by price lists issued by Carhoff 
Co. Lists include mention of a spray pump 
water bottle, cleaning tissues, and brackets 
to hold both. 

Circle No. 36 
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quipment 











THE INSIDE STORY on fire hose and 
fire hose cleaner is provided in Bi-Lateral 
Fire Hose Co.’s new open-up folder. Cut- 
away views, illustrating the elimination of 
hose binding and pinching, are ided. 
[he folder shows comparisons of uew 
Durobuilt hose with hose of older con- 
struction. It points out that dangerous 
cracking, leaking, pin holes, and seepers 
are avoided in the use of the new hose, 
preventing premature rupturing of — the 
equipment. 
Circle No. 37 


ADJUSTABLE FOG NOZZLES for fire 
fighting units are discussed in literature 
published by Akron Brass Mfg. Co. It is 
shown how th nozzles are equipped for 
easy adjustment for straight stream, nar- 
row fog pattern, or wide fog pattern. 


Circle No. 38 


PROPERTY DAMAGE and _ production 
losses caused by fires can be drastically 
curtailed by use of “HH” high pressure 

Industrial Fire fighting trucks which 
ire described in John Bean’s catalog L-889. 


Circle No. 39 


FIRE EXTINGUISHING systems em- 
ploying pressure operated carbon dioxide 
and operating on the rate-of-temperature 
rise principle are fully explained in a 16 
page brochure available from Walter Kidde 
& Co., Ine. 


ings which clearly illustrate how tie entire 


Featured are cut-awav draw 


system functions. Also included are dia- 
grams showing piping for main and reserve 
systems, systems 


requiring partial dis 


harge, and discharge patterns from vari 


ous sty le nozzles. 


Circle No. 40 


FIRE PROTECTION and ground key 
item information is reported in Catalog 
\, published by Powhatan Brass & Iron 
Works. Also available are Bulletin No. 
9-B, dealing with fire protection items 
only, and Bulletin No. 7-A on ground key 


items only. 
Circle No. 41 





FIRE PROTECTION 





Continued 


IN-PLANT FIRE TRUCKS, designed 
especially for use inside industrial plants, 
can be the answer to your fire protection 
problem, as information included in Seco 
Engineering & Mfg. Inc.’s excellent catalog 
points out. Included in the 14-page catalog 
are illustrations and complete specifications 
on 4 different models. Listed with each 
model are full descriptions of the fire extin- 
guishing equipment and accessory items de- 
signed for use on that model fire truck. 


Circle No. 42 


ONE MAJOR HAZARD, that of loose, 
tangled fire hose lying around the shop, 
can be eliminated by use of hose reels, 
such as those covered in a catalog now 
available from Clifford B. Hannay & Son, 
Ine. 

Circle No. 43 


A RADIOACTIVE automatic fire detec- 
tion system is thoroughly pictured and de- 
scribed by literature of Pyrene-C-O-Two 
The system quickly detects even the small- 
est smoldering fires, according to the bul- 
letin. 

Circle No. 44 


A PRESSURIZED WATER-TYPE fire 
extinguisher which uses air pressure rather 
than a gas-filled cartridge is described hy 
material issued by Elkhart Brass Mfg. Co. 
The literature emphasizes simplicity of re 
charging the 2%-gallon unit. 


Circle No. 45 


PRINCIPLES OF VENTING flammable 
liquid storage and process tanks for fire 
protection, and low-cost maintenance are 
listed in a booklet prepared by Protecto- 
seal Co. Many illustrations and diagrama- 
tic drawings explain the text. Application 
of each principle is explained clearly and 
concisely. Airflow charts accompany the 
description of each type vent to aid in ac- 
curately determining type and size required. 


Circle No. 46 


FIRE-FIGHTING EQUIPMENT is cata 
logued by Ansul Chemical Co. in a new 
bulletin that lists a wide variety of in 
dustrial-type extinguishers and fillers 


Circle No. 47 


FOAMITE fire extinguishing equipment 
and its application to flammable liquid fires 
is catalogued in a 36-page booklet of 
American LaFrance Corp. Fixed, portable, 
and semi-portable equipment is included 


Circle No. 48 


WHAT EVERY PARENT should know 
about fire is contained in an 8-page pocket- 
sized folder available from Falcon Alarm 
Co., Inc. The folder presents the full pic- 
ture on home fires; from principal causes 
to a list of precautions to a set of sugges- 
tions for both parents and their children to 
follow in case of fire. Every worker should 
read this. 
Circle No. 49 


15 DIFFERENT MODELS in 8 different 
kinds of hand fire extinguishers are de- 
scribed and illustrated in Randolph Lab- 
oratories, Inc.’s 4-page bulletin. Each type 
of extinguisher and each model in that 
type are fully explained for applications 
and methods of use. Cut-away views of 
valves used in the COs and in the dry 
chemical extinguishers are also included 


Circle No. 50 


FIRE HOSE NOZZLES, hose couplings 
and appliances, and siamese and other con 
nections are presented in a complete cata 
log by Powhatan Brass & Iron Works. Cat 
alog “A” contains data of interest to all 
safety directors. 


Circle No. 51 


ASBESTOS FIRE BLANKETS are 

priced and described in a promotion piece 

from Cotton Goods Mfg. Co. The literature 

shows how these blankets fit in self-stor 

ing containers, ready for emergency use. 

Available in AA or AAA grade asbestos 
Circle No. 52 


FIRE EQUIPMENT ACCESSORIES 
are catalogued by the new looseleaf bul- 
letin issued by Buffalo Fire Appliance 
Corp. Accessories listed include hose noz- 
zles, extinguishers, pumps, hydrant con- 
nections, fire hose, and smoke ejectors. 


Circle No. 53 


ONE-HAND OPERATED, stored pres 
sure, vaporizing liquid type “Redi-Grip” 
fire extinguishers are featured in bulletin 
RG-154 presented by Stop-Fire, Inc. Illus- 
trations and specifications of all models, 
data on available wall and vehicle types, 
and servicing information are included. 


Circle No. 54 


INTERIOR FIRE FIGHTING § equip 
ment is catalogued in Fyr-Fyter Co.’s new 
16-page catalog. Featured is a new line of 
architecturally designed hose and extin 
guisher cabinets. Cabinets are illustrated 
with photographs and diagrams. Hose 
racks, hand fire extinguishers, wheeled 
chemical and COs engines, hose, nozzles, 
and many other fire fighting accessories 
are also included. 


Circle No. 55 
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FIRE DETECTORS that automatically 
“scream out” a 15-min., 95-decible warn- 
ing whistle when fire starts in your plant 
are covered in literature presented by Fyr- 
Larm Co., Inc. The automatic feature of 
these UL-approved “Fyr-Larms” is fully 
discussed. 
Circle No. 56 


FIRE HOSE REELS, designed to provide 
continuous flow and even water pressure 
at the nozzle, are described in an illus- 
trated bulletin of Wirt & Knox Mfg. Co. 


Circle No. 57 





First 
Aid 
Supplies 











INJURED WORKERS must be trans- 
ported quickly and smoothly. Much of the 
equipment needed for emergency first aid 
stations is illustrated in Catalog 55, pre- 
pared by Bomgardner Mfg. Co. The lit- 
erature features ambulance costs, station 
wagon installations, folding stretchers, 
wheel chairs, and oxygen equipment. 


Circle No. 58 


ADVANTAGES AND APPLICATIONS 
of Mercurochrome for industrial first aid 
are described in a folder available from 
Hynson, Westcott & Dunning, Inc. Also 
available are releases covering methods of 
applying bandages over cuts and abrasions, 
and the use of Thantis lozenges for first 
aid for throat irritations. 


Circle No. 59 


CHEMICAL SPLASHES and fires will 
cause fewer personal injuries if your plant 
is equipped with eye-washing fountains 
and emergency showers. Benson & Asso- 
ciates will be pleased to send you all the 
details on this equipment, and the new 
saf-t-bags for handling of glass bottles. 


Circle No. 60 


PRICES AND FULL DETAILS on the 
“Stretcherette,” designed to eliminate dan- 
gerous handling of the injured, are avail- 
able from the Stretcherette Co. 


Circle No. 61 





UTILITY, versatility, and practicality are 
the features of the new all-purpose stretcher 
produced by Medical Supply Co. Complete 
data on the many uses of this stretcher kit 
are readily available from the manufacturer 
or by use of the Reader Service Card. 


Circle No. 62 


THE SANI-MIST method for stopping 
athlete’s foot is covered in detail by litera- 
ture issued by Sani-Mist, Inc. 


Circle No. 63 


DISPENSARY EQUIPMENT plus sur- 
gical equipment, instruments and supplies 
are featured in the 52-page, 2-color catalog 
(No. 188) recently published by A. S. Aloe 
Co. Of particular interest to industrial 
users is the all-purpose industrial dressing 
chair, just the ticket for first aid treatment. 
Circle No. 64 


EYE-WASH FOUNTAINS and emergen- 
cy showers are pictured and described by 
literature of the Haws Drinking Faucet Co. 


Circle No. 65 


PLANT NURSES SHOULD be inter- 
ested in a new folder which discusses the 
use of Bufferin for arthritic pain relief 
without stomach irritation. Presented by 
Bristol-Myers Products Div., Bristol-Myers 
Co., the folder presents results of studies 
which show that well tolerated buffered 
aspirin overcomes this major difficulty in 
therapeutic use of salicylates in rheuma- 
toid arthritis. 
Circle No. 66 


YOU CAN GET free literature and sam- 
ples on Foille dressing, manufactured by 
Carbisulphoil Co. The dressing comes in 
both liquid and ointment form. It can be 
used for first-aid treatment of burns, cuts, 
abrasions, skin irritations, and insect bites. 


Circle No. 67 


A SNAKE BITE KIT that’s re-usable is 
pictured and outlined in product infor- 
mation from E. I. Du Pont De Nemours & 
Co. Component parts, including tourniquet, 
lancet, suction pump, antiseptic, amonia 
inhalent, and case, are shown. 


Circle No. 68 


WHY SKIN-TOUGHENING helps pre- 
vent athlete’s foot is thoroughly discussed 
in literature presented by Onox, Inc. A 4 
page bulletin explains what causes this 
fungus growth, the role of disinfectants in 
combating it, and what skin specialists say 
is the answer to the athlete’s foot prob- 
lem. 
Circle No. 69 


ALL ABOUT STRETCHERS. A Smith 
& Son, Inc. can supply information on 
various types of stretchers needed by first 
aid and rescue squads. 


Circle No. 70 


AMERICAINE first-aid spray, offered in 
Aerosol dispensers for easy use, is given a 
full technical description by literature of 
Arnar-Stone Laboratories, Inc. Bulletins 
state the spray contains benzocaine, an an 


esthetic which deadens surface sensation. 


Circle No. 71 


AN IDEAL SAFETY AWARD, the Hal- 
co Kleersite plastic first aid kit, is de- 
scribed and illustrated in literature from 
the manufacturer, A. E. Halperin Co., Inc. 


Circle No. 72 


EMERGENCY STRETCHERS especially 
designed for first-aid use and which fold 
for easy storage are described by bulle- 
tins of Washington Mortuary Supply Co. 
The stretchers are made of aluminum, and 
have rubber bottoms. 


Circle No. 73 





Floor, Stair 
Maintenance 
and Supplies 











SLIPS AND FALLS cause untold dam- 
age to both workers and to their employ- 
ers’ pocketbooks—yet many are easily pre- 
vented. To see what we mean, write for the 
free sample of “Zorball” absorbent mate- 
rial which Wyandotte Chemicals Corp. 
will gladly send you. The broken leg you 
save may be your own. 


Circle No. 74 


18 IDEAS you can use to cut costs in 
your plant with the help of “4-Way” safety 
plate are presented in a 20-page booklet 
by Inland Steel Co. Included are 6 ideas 
for stair applications, 2 ideas on dock- 
boards, 2 ideas on catwalks and personnel 
ramps, and other miscellaneous applica- 
tions. Each idea is accompanied by com 
plete information and “do-it-yourself” 
drawings 
Circle No. 75 
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ONE MACHINE can do the work of a 
omplete maintenance crew, according to 
literature published by Wilshire Power 
Sweeper Co. The literature describes how 
the 3-Way Maintainer blows down dust 
ind chips from machines, sweeps aisles, 
ind cleans large areas. 


Circle No. 76 


STAIR ACCIDENTS, their causes, costs, 
ind means of prevention, were thoroughly 
liscussed in the March 1955 issue of 
OccupaTIONAL Hazarps. In case you missed 
this highly informative article, Colonial 
Refining & Chemical Co. now offers you 
1 four-page reprint—free for the asking. 


Circle No. 77 


SAFETY FLOOR MATTING and tile 
are discussed in literature prepared by 
Superior Rubber Mfg. Co. Specifications 
and pricing information also are included, 
along with photographs of the non-slip 
floor coverings. 


Circle No. 78 


SAFETY ENAMEL, produced by Con- 
voy Div., Kelly Mahorney Co., is the sub- 
ject of two brochures. Texture and color 
samples of the skid-proof enamel are in- 
cluded in one of the bulletins. Prices and 
general application information are cov- 
ered in the other brochure. 


Circle No. 79 


EXPLOSION-PROOF vacuums and 
scrubber-polishers, manufactured by Hild 
Floor Machine Co., are presented in com- 
pany bulletins, free on request. This infor- 
mation will be forwarded if you indicate 
your interest on the Reader Service Card. 


Circle No. 80 


YOUR WINTER ICE and snow prob- 
lems can be cut to almost nothing if you 
follow directions for applying X-73 ice 
remover as listed in a bulletin presented 
by Monroe Co., Inc. 


Circle No. 81 


A NON-SKID plastic abrasive composi- 
tion which resists oil, chemicals, and out- 
door weather is described by literature of 
American Abrasive Metals Co. Emphasis 
is put on ease of application; no special 
materials or tools are required. 


Circle No. 82 


“EVERY BUILDING Needs Pabco Mas- 
tipave” is the title of a new Pabco bulletin 
on how to prevent falls with a modern safe- 
tv flooring. 

Circle No. 83 








FLOOR MAINTENANCE 


Continued 





SAFE WALKWAYS AND STAIRS is 
the subject of four-page brochure pub- 
lished recently by Wooster Products, Inc. 
The fully illustrated folder describes how 
to repair stair treads that have become 
worn and dangerous. A complete selec 
tion of extruded and cast metal safety 
stair treads is shown. 


Circle No. 84 


RESILIENT RUBBER FLOOR TILE 
is thoroughly discussed in material issued 
by American Mat Corp. The promotion 
piece tells how housekeeping problems are 
reduced when the non-porous tiles are put 
into use. Three sizes, ranging from 9” x 9 


sar oa 
to 27” by 27 


"are available. 


Circle No. 85 


SAFETY LINE MARKERS are presented 
in an 8-page illustrated bulletin published 
by MB Corp. Of special interest to safety 
men is the model 1-10 marker which marks 
single lines 2% to 5” wide at a rate of 
8000’ per hour (4” line). Complete speci- 
fications and other applications are in- 
cluded on this and the other markers de- 
scribed. 
Circle No. 86 


SAFETY GRATINGS which eliminate 
hazardous slippery conditions and work 
platforms incorporating “Firm-Grip” grat 
ing are presented in a 12-page bulletin by 
Bustin Firm-Grip Grating Corp. Many 
different styles for specialized applications 
are included with illustrations and me 
chanical drawings. 


Circle No. 87 


DON’T TAKE CHANCES in cleaning 
hazardous areas when you can find out what 
Doyle Vacuum Cleaner Co.’s new explosion 
proof vacuum cleaner has to offer in the 
way of safety and house keeping efficiency 
To see for yourself, circle the number below 


on the Reader Service Card. 


Circle No. 88 


STAIR ACCIDENTS can be eliminated 
from your plant by using products de- 
scribed in a catalog available from Mel 
flex Products Co., Inc. 


Circle No. 89 


FLASH FIRES and slippery floors can 
be eliminated, says a two-page informa 
tion sheet from Canfield Oil Co. The 
literature deals with Canfield’s Oil-Spunj, 
an oil and grease absorbent. 

Circle No. 90 


ALL-IN-ONE floor cleaning unit which 
cleans up to 16,000 sq. ft. per hour may 
be the answer to your maintenance man’s 
prayer. The manufacturer, Finnell System, 
Ine., will be pleased to supply a demon- 
stration, consultation, or literature. 


Circle No. 91 


A FLOOR CARE BOOKLET is yours for 
the asking from Masury-Young Co. The 
eight-page, two-color booklet suggests 
maintenance procedures for various types 
of floor surfaces. Exact uses of Masury- 
Young floor care products are described. 
Photographs show actual treatments. 


Circle No. 92 


SO YOU CAN SEE for yourself how 
much safer you can make your stairways 
by using nonslip surfacing materials, 
Minnesota Mining & Mfg. Co. will send 
you a free sample of “Safety-Walk” min 
eral coated fabric, with complete informa 
tion on how to apply this accident-stopping 
product. 
Circle No. 93 


FERROX non-slip plastic composition for 
covering plant floors ‘s described in detail 
by a new bulletin of American Abrasive 
Metals Co. Methods and places of appli 
cation are outlined. Pictures show typica 
uses. 


Circle No. 94 


5 FLOOR MAINTENANCE JOBS can 
be handled by the lightweight “ALM-13” 
floor machine covered in a bulletin availa 
ble from American Floor Surfacing Ma 
chine Co. The bulletin includes pictures 
of the different floor maintenance attach 
ments plus a full description of how the 
unit can save time and money in dry clean 


ing office rugs and carpets. 


Circle No. 95 


YOUR BUDGET limitations are a prime 
consideration when you plan a floor treat 
ment and maintenance program. That's 
why a Hillyard floor survey, made up spe 
cially for you and your floor problems, 
and considering your budget, is especially 
helpful. Get the full story by using the 
Reader Service Card. 


Circle No. 96 


EXPLOSION-PROOF VACUUM clean 
er is featured in literature available from 
Multi-Clean Products, Inc. The 2-color 
folder also includes a helpful chart show- 
ing correct application of various floor 
maintenance products on 6 different sur- 
faces. Specifications on several styles of 
industrial vacuum cleaners are also listed. 


Circle No. 97 
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ee ad 


PAINT ON PROTECTION economical- 
ly, says literature from Frost Paint & Oil 
Corp. Suv Foot Bulletin 3-2 tells how to 
brush-ap,., the abrasive floor covering that 
will assure safety underfoot. 


Circle No. 98 


A SELF-POLISHING floor finish incor- 
porating a new “Strip-Easy” formula which 
saves time, money, and labor when strip- 
ping becomes necessary is described in a 
}-page folder presented by S. C. Johnson 
& Son, Inc. Information on the ease of re- 
moval, trouble-free application, and_ slip- 
retardant features of “Heavy Duty Hard- 
Gloss.” 
Circle No. 99 


ABRASIVE rolled steel floor plate which 
furnishes non-slip surfaces, even on steep 
inclines, is described and illustrated in an 
8-page booklet presented by Alan Wood 
Steel Co. Several applications are given, 
as well as technical information and speci- 
fications. 
Circle No. 100 


“HI-DRI” floor absorbent for picking up 
grease and oil and cutting down on acci- 
dents due to slips and falls is described 
by bulletins of Waverly Petroleum Prod- 
ucts Co. Literature calls the product fire- 
proot 

Circle No. 101 


YOU CAN STOP unnecessary buffing of 
plant floors if you use “Legsure” safety 
floor polish, because this product polishes 
itself. Technical information on ‘Legsure” 
is available from Walter G. Legge Co., 
Inc 

Circle No. 102 


A FLOOR MAINTENANCE MACHINE, 
weighing under 90 pounds, is pictured and 
described in a bulletin released by G. H. 
Tennant Co. The literature shows the ma- 
chine covering a 21” path in performing 
huffing, scrubbing, re-waxing, and polish- 
ing operations. 
Circle No. 103 


FLOOR MATS made of rubber and de- 
signed to combat excessive foot fatigue as 
well as to improve safety in standing and 
walking are described by bulletins of Wear 
Proof Mat Co. 

Circle No. 104 


YOU CAN TEST floor absorbents right 
in your own office. An Eagle-Picher repre- 
sentative will gladly call with a portable 
laboratory with which you can test any 
type of oil absorbent. 


Circle No. 105 





AN AUTOMATIC DUAL SWITCH con- 
trols the new 20-inch floor maintenance 
machine explained in literature from 
Clarke Sanding Machine Co. The unit can 
be used for steel wooling, waxing, and dis¢ 
sanding, according to information provided 
by the manufacturer. 


Circle No. 106 


A FREE TEST KIT and informative 
booklet are yours for the asking from Asso- 
ciated Just Distributors, Inc., suppliers of 
“Just” floor hygiene and maintenance ma- 
terials. Floors are cleaned, disinfected, 
deordorized, and sanitized in one opera- 
tion, says the booklet. 


Circle No. 107 





Gloves 











MAKE GLOVES last three to five times 
longer, urges Wash-Rite Co., Ine. This 
firm will completely renew 


\ trial offer is free. 


worn, dirty 


vloves 


Circle No. 108 


ALUMINUM FOIL-LINED welding 
gloves are priced and described in liter- 
ature from Olympic Glove Co., Inc. Free 
sample gloves are available from the manu- 
facturer. The literature explains that the 
aluminum foil reflects up to 95% of the 
radiant heat back toward the source, pro 
viding safety and comfort in welding and 
burning jobs. 
Circle No. 109 


A NEW CATALOG is available from 
Jomac, Inc.. on Industrial Gloves. Many 
different styles are described and illustra- 
tions of several gloves are also included. To 
get your copy, circle the number below 
on the Reader Service Card and mail it 
right away. Your copy will reach you al 
most immediately. 


Circle No. 110 


HELPING HAND is provided through Pi- 
oneer Rubber Co.’s hand protection clinic. 
Send a complete job description, and Pi- 
oneer will solve your glove problems. The 
emphasis is on protection and efficiency at 
minimum cost. 

Circie No. 111 


GLOVES and protective apparel are cata- 
logued by literature of the Charleston Rub- 
ber Co. Chemical reference charts and a 


selector guide are included. 


Circle No. 112 


JOB-FITTED gloves are manufactu 

by Edmont Mfg. Co. The company will 
recommend particular gloves for specifi 
tasks. Free samples also can be suppl 
lor comparison tests. 


Circle No. 113 


WORK GLOVES of many types. materi- 


als, and uses are shown in the Hood Rubber 
| 


Co. catalog plastic 


Rubber, neoprene, anc 
coated gloves are included in the line de 


Circle No. 114 


WORK GLOVES literature and price list 
ire available from Advance Glove Mfg. Ce 
The release notes that special orders, con 
taining either all right hand or all Ie 
hand gloves, are available. In addit 
non-cost special design service is 
tioned 

Circle No. 115 


DYNAGRIP GLOVES are describ 
ict lv by i bulletin of the Grar 
specification chart is included 


"assy determine 


ordered 


Circle No 





earing, 
Vision 
esters 











POSITIVE PROOF that an “Acoust 
Room” audiometric testing booth will pro 
vide satisfactory conditions for testing, al 
though outside ambient level of ASA 
“white noise” is 80 db., is shown in Bulle 
tin No. A-137, published by Burgess-Man 
ning Co. Actual audiograms are reproduced 
showing the hearing acuity of an individ 
“ideal” conditions, under white 
noise level of 80 db., and inside an “Acous 
ti-Room” with outside level of 80 db. over 
all. See for yourself. 


ual in 


Circle No. 117 
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“NOISE SIMPLIFIED” is the title of a 
18-page booklet issued by Hermon 
r Scott, Inc. A great deal of tech- 
nical information of sound measurement, 
the relation of noise to hearing, and meth- 
ds for controlling noise is provided. 


Circle No. 118 


HEARING TESTS, unless conducted un- 
der rigid conditions, have no value in law- 
suits. To be sure you conduct these all 
nportant tests under just the right en- 
ronmental conditions, get the scoop on 
\udiometric Testing Rooms, made by In- 
lustrial Sound Control, Inc. Their bro- 
hures will tell you what you need to know, 


Circle No. 119 


SIMPLIFIED impact noise measurement 
is explained in literature from General 
Radio Co. The eight-page technical fold- 
er tells of the characteristics of impact 
‘sts methods of testing and 
measuring its effects. 


vise, and sugs 


Circle No. 120 


TESTING ROOMS, pre-fabricated and 
equipped for immediate use, are the sub- 
ect of Bulletin AT-14 of the Industrial 
Acoustics Co., Inc. The rooms are designed 
for testing hearing in the noisiest plant 
ireas 


Circle No. 121 


VISION SCREENING TESTS are de- 
ribed by a booklet of Keystone View Co. 
The literature points to case histories in- 
iting the cash values of such tests to 
industry. 


Circle No. 122 


HEARING LOSSES can be slashed if job 
ipplicants are screened and employees test- 
irly for hearing deficiencies. Audi 

X, ll send you detailed informa 


of testing equipment 


Circle No. 123 


GUARD AGAINST industrial deafness 
its by accurately testing your employees’ 
earing. A_ free 
Corp. tells you why and how to con- 

t these tests. 


folder from Audiometer 


Circle No. 124 


A NEW BOOKLET (No. 0903-2), pub- 
lished by Mine Safety Appliances Co. indi- 
cates methods of combating noise fatigue 
ind also provides data on noise control 
equipment. 

Circle No. 125 





Use Reader Service Card to or- 
der valuable free literature. 














TESTERS 





Continued 


AUDIOMETERS, their uses and values 
in industrial plant safety and medical pro- 
grams, are the subject of a new booklet 
issued by Beltone Hearing Aid Co. 


Circle No. 126 





Ladders 
and 
Scaffolds 











ALUMINUM STAGES are covered in cat 
alog specification sheets available from 
Louisville Ladder Co., who will also send 
you specific information relative to your 
own job requirements. 


Circle No. 127 


LADDER SAFETY DEVICES are cd: 
scribed and illustrated in a bulletin pre 
sented by Safety Tower Ladder Co. Illus 
trations show simple installation methods. 
and applications for both the “Carrier 
Rail” and “Safety Life-Line Lock” devices 


Circle No. 128 


THE “HI-LIFT WORKDOZER”—an 
easily portable heavy-duty maintenance 
platform in models to reach any necessary 
height—is the subject of material offered 
by Atlas Industrial Corp. 


Circle No. 129 


ALCO-LITE aluminum ladders that meet 
specifications of the Metal Ladders Associ 
ation and the American Standards Associ 
ation are catalogued by literature of Alu 
minum Ladder Co. 


Circle No. 130 


LADDER SHOES should be standard 
equipment on all ladders, but they aren’t. 
If you are in the market for these safety 
items, you'll want to see the kind of UI 
approved ladder safety shoes covered in 
literature available from Dayton Safety 
Ladder Co. 
Circle No. 131 


STEEL SCAFFOLDING and _ mainte- 
nance trestle equipment are featured in 
two catalogs available from Bil-Jax, Inc. 
Catalog ST-10’s 16 pages contain data on 
tubular sectional scaffolding plus allied 
equipment. Included in the 8-page Cata 
log MT-20 is information on maintenance 
trestles, rolling safety ladders, ladder jacks 
and other items. 


Circle No. 132 


CUT OVERHEAD COSTS by cutting 
“overhead” accidents. Patent Scaffolding 
Co., Inc., has the answer to maintenance 
problems that are performed above ground 
level. A free bulletin shows many types of 
ladders and scaffolding that will make 
maintenance jobs easier and safer. 


Circle No. 133 


SEVEN STYLES of featherweight, non 
corrosive aluminum ladders for average 
work levels up to 8’ high are covered in 
catalog sheets released by Ballymore Co 


Circle No. 134 


LADDER SLIPPAGE can be eliminated, 
says product information from Safety First 
Supply Co. This firm produces “Diamond 
Point” ladder shoes which are bolted on 
ladders to prevent slipping er sliding of 
ladders. Photos illustrate the many uses. 


Circle No. 135 


TWO GIRLS, each weighing about 100 
pounds, can carry 21 feet of scaffolding 
capable of supporting a 4200-pound load, 
according to literature from Waco Mfg. 
Co. Scaffold accessories are also discussed 


in the free pamphlet 


Circle No. 136 





Machine 
Controls 
and Guards 











HANDS AND FINGERS of press oper- 
ators can be protected from hazards by 
furnishing safety feeders and sheet lifters 
to employees. These items, along with many 
other safety devices for press operators are 
described in a free catalog available from 
F. J. Littell Machine Co. 


Circle No. 137 
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SURE SAFETY for your maintenance per- 
sonnel is provided with Lock-Out, manu 
factured by Osborn Manufacturing Co. and 
described in the firm’s new pocket-sized 
bulletin. Information is provided on how 
the safety device can be used by six dif- 
ferent persons in shutting off switches; 
fuse boxes; and gas, acid, and steam 
valves. Prices are included with the litera- 
ture. 
Circle No. 138 


A FULLY ILLUSTRATED and indexed 
catalog, containing technical data, pricing 
information, and specifications, is availa- 
ble on the A. Schrader’s Son industrial 
products line. The 72-page catalog reveals 
many items used for efficient control of 
compressed air in production application. 


Circle No. 139 


TWO-HAND punch press controls which 
make it necessary for the operator to push 
two buttons before he can use the press 
are described by literature of Searjeant 
Metal Products, Inc. The material points 
out that the controls come completely as- 
sembled for easy installation. 


Circle No. 140 


THE ELECTRO-LOCK Shield is de- 
scribed by Bulletin No. 103, offered free by 
Junkin Safety Appliance Co. The shield 
protects machine operators from flying 
particles. 

Circle No. 141 


MACHINE GUARDS can be made to 
screen out hazardous areas on any machine 
you have in your plant, by using the stand- 
ardized machine guard parts discussed in 
a bulletin provided by Harrington & King 
Perforating Co. 


Circle No. 142 


POWER PRESS GUARDS which enable 
operators to work at top speed without 
fear of accidents are covered in a descrip- 
tive folder available from Weisman Mfg. 
Co. 

Circle No. 143 


A HAND PRESS FEEDER that helps 
eliminate hazards in small press operations 
is described in literature presented by 
Rochester Safety Equipment Co. According 
to this information, the magnetic device 
allows press operators to pick up stock 
from pile, place it exactly in die, and re- 
move from press after part has been formed 

all without getting operator’s hand in the 
danger zone. The magnetic device is easily 
released by thumb pressure. It is available 
in several sizes. 


Circle No. 144 








Masks, 
Respirators and 
Resusitators 











THE “FULL-VISION” transfer mask, 
designed to protect workers from loss of air 
supply during movement from one air con 
nection to another, is described by litera 
ture available from Acme Protection Equip 
ment Co 

Circle No. 145 


COMPLETE BREATHING PROTEC- 
TION for workers in hazardous atmos 
pheres is not beyond your physical or fi 
nancial reach, as the information in form 
510B, available from Scott Aviation Corp.. 
illustrates. The literature features data on 
the Scott “Air-Pak” breathing apparatus. 


Circle No. 146 


PAINT MASKS that weigh only one 
ounce, including their filter material, are 
described by literature of Flexo Products, 
Inc. Masks are catalogued for regular use, 
er for use with goggles or glasses. 


Circle No. 147 


COMPACT OXYGEN UNIT which can 
be used by anyone to administer life-sav- 
ing oxygen is noted in a product release 
from Cycle-Flo Co. The portable unit also 
performs resuscitation operations, accord- 
ing to the literature. 


Circle No. 148 





Material 
Handling 
Equipment 











LIGHTWEIGHT ALUMINUM floor 


trucks that permit more payload weight 


with less truck weight while remaining 
structurally strong are presented in a 4- 
page bulletin available from Magnesium 
Co. of America. The folder points out how 
use of these trucks practically eliminates 
maintenance costs, and increases safety 
through easier steering, less bumping, and 
less damage to loads, walls, ete. 


Circle No. 149 


A BIG 60-PAGE HANDBOOK ayail- 
ible from Union Wire Rope Corp., tells you 
ill about factory-fitted “Tuffy” slings with 
a pressed-on ferrule and contains data on 
the full line of these slings. Also included 
is information on new standard fittings, 
ind a valuable rigger’s manual. 


Circle No. 150 


LAUGHS AND WARNINGS to fork truck 
operators are combined in the pocket-sized 
‘Safety Saves” booklet available from Clark 
Equipment Co. Designed to stress impor 
tance of proper fork truck operation, the 
bulletin includes 28 illustrations of proper 
operations and lists 14 others 


Circle No. 151 


CABLE-LAID SLINGS are described and 
illustrated in the pocket-sized booklet DH 
362, released by American Chain & Cable 
Co., Inc. Written in a light vein, the book 
let covers the inception of the slings 
advantages, and several industrial appli 
cations. Complete specifications are in 
cluded on 10 different slings. 


Circle No. 152 


ADJUSTABLE HYDRAULIC RAMPS 
for loading docks are covered in a 4-page 
illustrated booklet released by Rowe Meth 
ods, Inc 


tT) 


Photographs show operating in 
ns and component parts while me 
ciauical drawings and specifications fur 
nish engineering details. 


Circle No. 153 


THE DYNA-SWITCH and how it pre 
vents overloading of hoists and cranes are 
the subject of an illustrated bulletin of 
W. C. Dillon & Co., Inc. 


Circle No. 154 


SAFETY MIRRORS and how they help 
to prevent traffic accidents within the plant 
are described vy a bulletin of Lester L. 
Brossard Co. 

Circle No. 155 


WIRE ROPE assemblies are featured in 
catalog 5201, published by Macwhyte Co 
Construction details of the rope and of 
the steel terminals are included, along 
with listings of various applications. 


Circle No. 156 
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WHY YOU CAN DEPEND on Lowery 
Brothers’ slings for all your wire rope 
needs is shown pictorially in literature 
available from the manufacturer. Also, ask 
for information about Lowery Brothers’ 
mobile display van which can stop at your 
plant with no obligation to you. 


Circle No. 157 


THE MAGNETIC HAND SAVER is de- 
scribed by a new circular issued by Ro- 
chester Safety Equipment Co. The circu- 
ir tells how this tool may be used to pro- 
mote safety in all types of light press 
perations, 

Circle No. 158 


ELEVATORS for handling up to 400- 
pound loads and operated either by air 
or by electricity are catalogued by Albina 
Engine & Machine Works. The literature 
furnishes complete technical details and 
specifications. 

Circle No. 159 


EVERY MAINTENANCE job has a Rol- 
Away “One-Man” truck that can help do 
the job not only better, but also safer. A 
complete catalog of these accident-saving 
trucks will be furnished on request. 


Circle No. 160 


LIFT TRUCK SAFETY information is 
included in a 24-page booklet titled “How 
to Operate a Lift Truck” presented by Hy- 
ster Co. Prepared for use as part of an 
operator training program, the booklet is 
designed for easy reading. 


Circle No. 161 


HOW TO MAKE your own chain assem- 

blies by using Columbus McKinnon’s 

‘Hammerlock” coupling lock which re- 

quires no welding or peening is explained 

n literature available from the firm. 
Circle No. 162 


NOW YOU CAN SEE around corners. 
It's done with mirrors. Silver Troy Co. 
will be pleased to forward you a foider on 
traffic safety mirrors. Prices included. 


Circle No. 163 


ACID POURING is controlled in bottles 
fitted with sleeves of “Alathon” polyethe- 
lyne resin. These inserts, which eliminate 
dripping—and acid burns—are now em- 
ployed by the Gresselli Chemical Dept. of 
E. I. Du Pont De Nemours & Co. for all 
five-pint containers of C. P. Reagent chem- 
icals. Free literature from the firm shows 
the application and use of these inserts. 


Circle No. 164 





MATERIAL HANDLING 


Continued 





TO FIND OUT how “Magliner” magnesi- 
um dock boards save you money—both in 
initial cost and in the long run, how they 
can speed traffic, reduce costs and insure 
greater operator safety, ask for Magline 
Inc.’s Bulletin DB-204. 


Circle No. 165 


HAND PUMPS that safely transfer li- 
qguids of all kinds from one container to 
another are catalogued by Tokheim Corp. 


Circle No. 166 





Protective 
Clothing 











PROTECTIVE CLOTHING coated with 
neoprene latex, available in many styles and 
sizes and in either black or yellow, is 
covered by literature of H. M. Sawyer & 
Son Co. 


Circle No. 167 


BULLET-PROOF VESTS of polyste: 
resin and fiberglass cloth layers are cata 
logued by Paramount Plastic Co. Literature 
says the vests provide plenty of protection 
against 45-caliber slugs. 


Circle No. 168 


A GENERAL CATALOG on industrial 
safety equipment divided into 4 major sec- 
tions: eye protection; head protection; res- 
pirator protection; and welding is availa 
ble from Willson Products, Inc. Illustra 
tions, descriptions and ordering informa 
tion have been correlated for simplicity 


Circle No. 169 


PROTECTIVE APPAREL maie of alu 
minized tropic asbestos is covered in ¢ 
folder available from Wheeler Protective 
Apparel, Inc. Included are illustrations and 
descriptions of leggings, gloves, 
helmets, aprons, coats, and suits 


| 


sieeves, 


Circle No. 170 


ASBESTOS SAFETY CLOTHING and 
equipment is described in detail in a 12- 
page booklet issued by Johns-Manville. In 
cluded is information on asbestos suits, 
helmets, aprons, leggings, overshoes, gloves, 
and mittens. 

Circle No. 171 


SAFETY GARMENTS that protect work- 
ers while they are working in flame and 
heat are covered in Industrial Gloves Co.’s 
catalog on “Steel-Grip” industrial safety 
apparel. 

Circle No. 172 


ACID RESISTANT work clothes which 
can save up to 93% annually on work 
Worklon, 
Inc.’s 1955 catalog. Industrial apparel made 
of Du Pont *Orlon” and Union Carbide 
“Dynel” fabrics is described. Advantages 
of the particular type fabrics to various 


clothes costs are presented ir 


acid and caustic conditions are listed. 


Circle No. 173 


“EVERYTHING IN SAFETY” is the 
title of General Scientific Equipment Co.’s 
new 130-page catalog. The fully illustrated 
catalog covers respiratory devices, eve pro 
tection, hats, gloves, pumps and miscel 
laneous safety equipment. 


Circle No. 174 


PROTECTIVE GARMENTS of heat-re 
sistant leather are described in literature 
issued by Jaxco, Inc. Information is in 


gloves, mitts, and 


cluded on capes, aprons, 
leggings. 


Circle No. 175 


FYRE-ARMOR aluminized industrial and 
fire fighting clothing catalogs are available 
showing the many applications of this 
clothing in industries where workers are 
subject to high heat radiation. These cat 
alogs are presented by Far-Ex Corp 


Circle No. 176 


ACTUAL SAMPLES of “Sureseal’” syn 
thetic material for protective apparel are 
bound into Surety Rubber Co.’s new pr 
tective apparel bulletin. Swatches of other 
-vnthetics for special safety requirements 
are also included. 


Circle No. 177 


INDUSTRIAL CLOTHING, | including 
footwear, is catalogued by a bulletin of 
U. S. Rubber Co. Apparel described runs 
from rubber boots to neoprene aprons. Sp¢ 
cial applications of some types of clothing 
are mentioned. 

Circle No. 178 
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Safety Awards, 
Signs 
and Slogans 











SAFETY STICKERS made on pressure- 
sensitive paper for displaying on machin- 
ry, columns, ete., are pictured in an 8- 
page folder published by L. G. Harkins & 
Co. The folder illustrates 24 different stick- 

furnishes information on color and 

and includes a complete price list. 


Circle No. 179 


GLASS-FRONT poster frames are listed 
by literature of A. C. Davenport & Son, 
Inc. The frames are suitable, according to 
the manufacturer's description, for holding 
814" x 11” posters. Various styles are 
ivailable. 


Circle No. 180 


MORE EFFECTIVE SAFETY promotion 
is the result you can expect if you utilize 
regularly changed safety messages to your 
nployees. Wagner Sign Service, Ine., 
will send you a new catalog which illus 
trates how many firms are using these 
signs to advantage. 


Circle No. 181 


INCENTIVE AWARDS and how to use 
them art liscussed in 
Metal Arts Co. 


to use safety awards in reducing insur- 


literature from 
The brochure tells you how 


ance rates, accident frequency, and acci- 
dent costs. 
Circle No. 182 


SELF-STICKING numbers and _ letters 
for fast, economical marking of all types 
are illustrated and described in a 6-page 
bulletin (No. 165) available from W. H. 
Rrady Co. Letters are shown in actual size. 
Special numbers and letters, and available 
ombinations of letters and numbers are 


also covered. 


Circle No. 183 


SAFETY SIGNS of many types and sizes 
are shown in the catalog of Ready Made 
Sign Co., Inc. The catalog lists stock signs 
and suggests prices for made-to-order signs. 


Circle No. 184 





INDUSTRIAL TRAFFIC can be con- 
trolled and made safer through use of 
traffic signs, as manufactured by Stone- 
house Signs, Inc. These signs are availa- 
ble in stock or special wordings. Described 
in the recently issued industrial traffic 
folder. 
Circle No. 185 


TESTED SAFETY MESSAGES put 
your employees’ hand several times a day 
can help bring about more “Safety Con 
sciousness” and reduce accidents. One way 
to get your safety sssages across is to 
use U. S. Envelope Co.’s imprinted paper 
cups, discussed in a folder you can receive 
by simply circling the number below. Use 
the Reader Service Card. 


Circle No. 186 


EMBLEMS AND TROPHIES can help 
sell your safety program, as explained in 
a 36-page catalog from Williams Jewelry 
and Mfg. Co. Other items, such as pins 
and plaques, are also included in the free 
booklet. 

Circle No. 187 


METAL SAFETY SIGNS, in more than 
1,200 types and sizes, are described by a 
booklet of Eastern Metal of Elmira, Inc. 


Circle No. 188 


SAFETY AWARDS can give your safety 
program a tremendous boost. Learn how 
to use trophies, plaques, and pins for safety 
contest winners. Items described in spe 
cial brochure from 
lrophy Co. 


Southern California 


Circle No. 189 





Safety Shoes 
an 
Soles 











12 DIFFERENT STYLES of “Armor- 
Toe” safety shoes are pictured and dis- 
cussed in a 4-page bulletin published by 
Charles Chester Shoe Co. Included is a 
cut-away illustration of a shoe showing the 
16 major construction features that high- 
light the Armor-Toe safety shoe line. 


Circle No. 190 


TOE CLIPS 


ilfording protection to 


fasten over 
worker's fee 
scribed and illustrated in a bulletin 
ed by Standard Safety Equipment 


which 


rations ho metho 
ipplication on shoes and 
emovable mounting arrang 


Circle No. 191 


SAFETY SHOES with a built-in « 
to reduce fatigue and lessen the 
idents are presented in 

by Holland-Racine Shoes, 


of McCoy safety 


9 styles, their 


Circle No. 192 


A FREE SHOE SOLE SELECTOR is 
yours for the asking from Gro-Cord R 
ber Co. The selector instantly 

which safety sole is best for ev 


nt in your plant. 


Circle No. 193 


BULLETINS on chemical safety sho 
offered by Hy-Test. They include « ymplete 
information « - 


¢ re 
sa 


n oxford, blucher, and 8” boot 


rt 
stvles 


Circle No. 194 


INDUSTRIAL FOOTWEAR of many 
styles and for many purposes is described 
in literature of Beacon Falls, Rubber Foot 


Circle No. 195 


SAFETY SHOES—72 styles of then 
ire illustrated on a wall poster which can 
be used for placing actual orders. Availa 
ble from Lehigh Safety Shoe Co 


Circle No. 196 


PUNCTURE-PROOF sandals, 
designed to fit over the shoe for added pro 
tection, are presented in a catalog from 
Reece Wooden Sole Shoe Co. Many styles 
and sizes are included. 


wooden 


Circle No. 197 


YEAR °ROUND safety shoes are pl tured 
and described in a catalog presented by 
Record Industrial Co. Price quotation also 
supplied on request. 


Circle No. 198 


TWO WAYS TO FINANCE a safety shoe 
program in your plant are discussed in lit- 
erature available from Thom McAn Safety 
Shoes. Explained in full is the money-sav 
ing plant-sale plan and the 4-way employee 
purchase plan. 

Circle No. 199 
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33 STYLES of safety shoes and boots are 
presented in full color on a 24” x 34” wall 
poster 


“noes 


available from Iron Age Safety 
rhe applications best suited for the 
lifferent sizes and widths available are also 
listed. Other available literature from the 
firm includes a factory price list and a 
bulletin sheet on No. 620 brown plain toe 
xfords. 

Circle No. 200 





Use Reader Service Card to 
order valuable Free literature 











Safety 
Tools 











MORE THAN 400 items are contained 
n the line of safety tools, outlined in 
terature from Ampco Metal, Inc. Any 
obs performed in the vicinity of flammable 
r explosive liquids, dusts, or vapors call 
for the use of safety tools, according to 
his information. 


Circle No. 202 


SPARK-RESISTANT safety tools, forged 
from berryllium copper alloy, are described 
in product information from _ Ingersoll- 
Rand. The manufacturer recommends these 
tools for use in plants handling hazardous 
iquids or flammable gases or dusts. Pho- 
tos of the new line of paving breaker, 
lemolition, and digging tools are included. 


Circle No. 203 


LONGER LIFE and greater safety are 
claimed for wedge-grip safety marking 
tools, manufactured by M. E. Cunningham 
Co. You can get more information by indi- 
cating your interest on the Reader Serv- 
ice Card. 

Circle No. 204 


SAFETY TREAD welding tools, their 
applications and advantages are presented 
in bulletin 56-H, available from Metalliz 
ing Engineering Co., Inc. Complete oper- 
ating instructions are included. 


Circle No. 205 





SAFETY TOOLS 





Continued 


400 WAYS TO CURB dangerous sparks 
are shown in Beryllium Corp.’s latest cata 
log on beryllium copper safety tools. Addi 
tionally, the catalog lists shovels, dustpans, 
saws, and a new series of forged open-end 
wrenches. 

Circle No. 206 





Skin Creams 
and Soaps 











*“GO-JO SKIN-COAT”—a 
hand cream—is the subject of literature 
put out by Gojer, Inc. Literature includes 
information on tests made of the product, 
outlines how “Go-Jo” works to prevent 
dermatitis. 


protec tive 


Circle No. 207 


A WATERLESS SKIN CLEANSER that 
comes in a plastic, self-dispensing bottle 
is the subject of literature from Lightfoot 
Schultz Co. Prices for the new cleanser 
are included. 

Circle No. 208 


FREE SAMPLES of Armour & Co.’s Hex 
achlorophene soaps which bring you the 
easiest, thriftiest way to protect employees 
from contact dermatitis are available from 
the firm. A booklet, “Antiseptic Soaps for 
Industry,” is also available. 


Circle No. 209 


THE TWO TYPES of “Kerodex” hand 
cream and the application of each to spe 
cific needs are described in literature pre 
sented by Ayerst Laboratories. 


Circle No. 210 


A FREE SAMPLE of Actamer, antider 


matitis bacteriostat developed by Monsanto 


Chemical Co., may be secured, along with 
a list of suppliers who can furnish soap 
containing the chemical. 


Circle No. 211 


TELL THEM what your particular hand 
cleaning problem happens to be, and Kutol 
Products, Inc., will be glad to prescribe 
the correct cleaner and send you free sam- 
ples guaranteed to solve your problem. Lit- 
erature is available describing each of the 
7 different types of cleansers made by Ku- 
tol 
Circle No. 212 


SKIN CREAMS are the subject of a bul- 
letin issued by Chemical Corp.— protective 
creams, waterless cleansers, work lotions. 
The bulletin outlines specific uses and lim 
itations of each cream. 


Circle No. 213 


HAND CLEANSERS manufactured with 
“Actamer”, the bacteriostat for soap de 
veloped by Monsanto Chemical Co. for 
control of dermatitis, are presented in a 
brochure available from Peck’s Products 
Co. Complete information on 4 types ot 
“Pepco” powdered and liquid antisepti: 
soaps is contained. 


Circle No. 214 





Valuable Information 
the Reader Service Card 





VI-LAN CLEAN and dispensers for the 
product are described by a folder of Dam- 
eron Enterprises, Inc. Vi-Lan is an all- 
purpose skin cleanser for use with or with 
out water. 

Circle No. 215 


A SOAP SAVER dispenser, built to han 
dle powders, pastes, or creams with maxi- 
mum economy, is fully described and priced 
in literature available from G. H. Pack 
wood Mfg. Co. The dispenser has been 
engineered with such money-saving fea 
tures as ob-ser-vision window, positive feed 
control, and automatic cut-off. 


Circle No. 216 


VIBRA-CLEAN, an antiseptic. waterless 
lanolin-enriched hand cleanser, and dis 
pensers for the cleanser, are treated by lit 
erature of the Hanlon Chemical Co., Inc 
Data include figures showing how oper 
ating and compensation costs may be cut 


Circle No. 217 


IT’S ALMOST IMPOSSIBLE for the 
average guy to waste any of “SBS-60,” the 
new cream deodorant soap made by Sugar 
Beet Products Co. 
available for you. 


Special literature is 
Circle No. 218 
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Solvents 











TOXIC DEGREASERS AND SOL- 
VENTS can wreak havoc on a safety re 
ord, so Brulin & Co., Inc. has recently pub- 
lished a 4-page bro hure describing their 
+ types of safe, but efficient degreasers 
and solvents in order that safety directors 
can pick the cleaning agent they need and 
still have no fears of harming employees. 
Full descriptions of the different types of 
cleaners are int luded. 


Circle No. 219 


THE FULL STORY on a new general 
purpose safety solvent which is 1/20th as 
toxic as carbon tet is furnished in litera- 
ture available from Tect, Inc. Describing 
the properties and advantages of “Vythene” 
safety solvent, the literature includes a 
free sample offer you won’t want to pass 


up. 
Circle No. 220 


HOW TO CLEAN electric motors with 
Fine Organics, Inc’s “Safe-Tee” solvent is 
covered in a technical bulletin now avail- 
able from the firm. 


Circle No. 221 


ASK FOR the free technical bulletin on 
safety solvents issued by Nocon Products 
Corp. A wide variety of solvents and their 
uses in industry are described. 


Circle No. 222 


DETAILED INFORMATION on “Chilo 
othene,” the maximum safety choice wher- 
ever cold solvents are used, and on three 
other stabilized chlorinated solvents, is 
available from Dow Chemical Co 


Circle No. 223 


A NON-FLAMMABLE industrial solvent 
with cleaning properties closely matching 
carbon tet—though up to 20 times less 
toxic—is described in literature available 
from Chem Industrial Co. This free in- 
formation is designed to show you how 
cleaning problems can be solved in a safe, 
efficient manner. 


Circle No. 224 








Washroom 
Supplies 











OVER $400 SAVINGS for each electric 
hand drier you install is possible as the 
literature from American Drier Corp. ex- 
plains. The literature furnishes a case his 
tory showing complete cost figures for a 
plant using cloth towels as compared with 
their costs when they switched to electric 
hand driers. 
Circle No. 225 


CAKE-TYPE DEODORIZERS for plant 
washrooms are listed in literature of C. B. 
Dolge Co. Instructions for using the cakes 
are available. 

Circle No. 226 


POCKET-SIZE SURVEY cards to speed 
the inspection and recording of washroom 
equipment by your maintenance supervisor 
are available from Bobrick Dispensers, 
Inc. Listed are blanks for 15 common wash- 
room components with cross-listing space 
for suitable remarks. 


Circle No. 227 


SAVINGS OF $683.00 per year over 
costs of paper towels are possible for your 
plant washrooms, as the bulletin available 
from National Dryer Sales Corp. illustrates. 
The bulletin contains photographs of the 
dryers, general information and a _ break- 
down of paper towel costs as compared with 
operating costs of the electric hand dryers 


Circle No. 228 


A MANUAL on daily maintenance of 
washrooms, containing step-by-step proce- 
dures accompanied by photographs and an 
outline of all jobs needed to be done daily, 
is available from Huntington Laboratories, 
Inc. A maintenance schedule for weekly 
washroom care is also included. 


Circle No. 229 


ELECTRIC DRYERS for plant wash- 
rooms are pictured and described by a 
catalog issued by Chicago Hardware Foun- 
dry Co. 

Circle No. 230 


QUESTIONS AND ANSWERS on ob- 
taining economies through use of mechan- 
ical hand dryers are featured in the 8-page 
brochure Electronic Towel Corp. has made 
available. Highlighted is the firm’s “Steri- 


Dri” line of electric hand dryers. Specifica 


tions and operating features are also in- 


cluded. 
Circle No. 231 


HOW WOULD YOU LIKE to contro! 
the waste of paper towels in your plant 
washrooms and save up to 40% in costs? 
If this sounds intriguing, be sure to get 
your copy of West Disinfecting Co.’s free 
folder on cutting costs with “Westroll’ 
towels 


Circle No. 232 





heneral 
Safety 
Equipment 











WELDING SHIELDS made of UL-ap 
proved materials are pictured and described 
by literature of Frommelt Industries. Pic 
tures show how the shields may be used 
to circle welding jobs, and still provide 
adequate ventilation. 


Circle No. 233 


SAFETY CANS are catalogued by litera- 
ture of Eagle Mfg. Co. The cans come in 
many sizes and styles, are usable wherever 
explosive or flammable liquids are han 
dled or stored. The literature describes the 
specific application of each type of can 


Circle No. 234 


THE 1956 CATALOG (No. 10) of auto 
matic emergency lighting units is now 
ivailable from Electric Cord Co. The book- 
let contains 10 pages of photographs, de- 
scriptions, specifications, and prices on 
the various types of emergency lighting 
equipment manufacutred by the firm. 


Circle No. 235 


A SAFETY ROPE GRAB which can 
easily be moved up or down, can’t be acci 
dently knocked off, and which weighs only 
2%-lbs is described and illustrated in a 
catalog presented by Rose Mfg. Co. 


Circle No. 236 
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EMERGENCY LIGHTS for use in case 
your lights should go out are presented 
in a mailing piece available from Carpen- 
ter Mfg. Co. Featuring Models J and S 
“Watchmaster” units which light auto- 
matically the moment regular lights fail, 
the literature also includes data on dry 
battery lights. 
Circle No. 237 


LIQUID BLAST CLEANING is de- 
scribed in pictures and text by a new Pang- 
born Corp. bulletin called, “Hydro-Fin- 
ish.” Necessary equipment is mentioned, 
and advantages of the liquid blast clean- 
ing system are covered thoroughly. Many 
technical data are included. 


Circle No. 238 


A NEW LINEMAN’S BELT which per- 
mits working higher on work and further 
out from pole without hazard of falling out 
of the saddle is only one of the pieces of 
linemen’s equipment contained in the new 
catalog published by Miller Equipment Co., 
Inc ° 
Circle No. 239 


FIRE-RESISTANT hydraulic fluid is cov- 
ered by a technical bulletin issued by E. F. 
Houghton & Co. The product’s safety fac- 
tors are the prime feature of the bulletin. 


Circle No. 240 


BUILDING CLEANING MATERIALS 
are described in great detail by the new 
Building Cleaning Manual published by 
The Penetone Co. Uses for each type of 
product are covered thoroughly, and so 
are the product’s limitations. The manual 
is thoroughly illustrated with photographs. 


Circle No. 241 


FLESH AND BLOOD watchmen super- 

vised by efficient and reliable watchclocks 

can perform services beyond the capacities 

of a mechanical device, no matter how 

ingenious it may be, as literature from 

Detex Watchclock points out. Get a copy. 
Circle No. 242 


AN ALL-PURPOSE portable easel can 
help you during your safety meetings by 
allowing you to combine your safety mes- 
sage with charts, graphs, photos, etc., in a 
more rounded safety talk. Oravisual Co., 
Inc., 16-page catalog illustrates such easels. 


Circle No. 243 


ADAPTABLE LAMP CHANGERS are 
the safe answer to the otherwise hazardous 
job of changing burned out lamp bulbs. 
For your file, or for immediate purchase in- 
formation, get a copy of McGill Mfg. Co., 
Inc.’s catalog 49-A, which describes and 
illustrates many styles of lamp changers. 


Circle No. 244 





GENERAL EQUIPT. 





Continued 


SLOPPY SMOKING HABITS can pre- 
sent serious hazards in industrial plants. 
Cigarette dunking stations such as those 
described in Standard Industrial Products 
Co.’s literature can help curb this fire haz- 
ard by making it easy for workers to safely 
extinguish their cigarettes. 


Circle No. 245 


A STANDARD GUIDE for use when 
thinking of purchasing food service equip- 
ment is listed in literature presented by 
Vacuum Can Co. The literature includes 
18 points which should be considered be- 
fore purchasing portable vacuum insulated 
hot coffee and liquid carriers. 


Circle No. 246 


EXPERT ADVICE on the selection and 
use of audible and visual signals is avail- 
able in Bulletin 100 from Federal Sign and 
Signal Corp. It comes complete with ex- 
planations, diagrams, and graphic exam- 
ples of how to put signals to use for safety. 


Circle No. 247 


EXPLOSION PROOF LIGHTING is the 
subject of a four-page brochure published 
by Appleton Electrical Co. Proper fixtures 
assure safe lighting for work near flamma- 
ble solvents or in materials storage rooms, 
according to the bulletin. 


Circle No. 248 


PREVENT BURGLARS from entering 
your factory office through windows con- 
taining air conditioners by installing a 
Micro switch alarm as described and illus- 
trated in a publication available from 
Micro Switch Div., Minneapolis-Honeywell 
Regulator Co. Other worthwhile applica- 
tions are included. 


Circle No. 249 


PERK UP your safety meetings by show- 
ing colored slides through a projector such 
as the type described in literature pre- 
sented by Automatic Projection Corp. The 
model PS-65 F “Soundview” handles both 
filmstrips and 2 x 2 slides. 


Circle No. 250 


PROPERTY PROTECTION and ways 
to lower insurance rates are the subject ot 
a new booklet published by Chicago Watch- 
clock. 

Circle No. 251 


OILY WASTE CANS and what they do 
to help prevent serious plant fires are pic- 
tured and described by the catalog of Witt 
Cornice Co. 

Circle No. 252 
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WINDOW SHEETING of vinyl plastic 
which filters out heat and glare while per- 
mitting ample light to enter is listed in 
literature of Transeal, Ltd. The sheeting is 
custom-cut to required size, and is availa- 
ble in eight colors. 


Circle No. 253 


SAFETY BELTS and harnesses for in- 
dustrial applications are presented in cata- 
log 54-S by W. M. Bashlin Co. The cata- 
log features descriptions and details on the 
Manhole Harness for use wherever it is 
necessary to raise a man vertically through 
a small opening. 


Circle No. 254 


DISPOSAL UNITS for the safe destruc- 
tion of all size fluorescent lamps are fea- 
tured in catalog F.L. 800, a 16-page re- 
lease available from Laduby Co., Inc. Sev- 
eral size units are described and illustrated. 
Also included is information on “Flur-O- 


Lock” lamp locks. 
Circle No. 255 


WASTE RECEPTACLES for many i! 
ferent purposes are covered by the catalog 
of Bennett Mfg. Co. So are towel dispensers 
of various types. 


Circle No. 256 


TWO-PLY, DISPOSABLE WIPERS 
that can be used in either wet or dry op- 
erations are introduced with a folder from 
the Scott Paper Co. A sample of the mate- 
rial is supplied with the literature. 


Circle No. 257 


A SOUND BARRIER that’s retractable 
is described in material from Bemis Bros. 
Bag Co. Pictures show how the curtains 
are used to isolate machine and production 
noises. 


Circle No. 258 


PLASTICS designed for greater safety in 
industrial applications are described in a 
new catalog of the Homalite Corp. Uses of 
each of seven plastics are stated. Technical 
information on characteristics of the plas- 
tics is given. 

Circle No. 259 


STORAGE LOCKERS, shelving, and 
maintenance equipment are pictured and 
described by the 16-page catalog of Pre- 
cision Equipment Co. Many of the items 
are useful for specialized storage of flam 
mable materials and liquids. 


Circle No. 260 


RADIATION HAZARDS are the subject 
of Nuclear Instrument & Chemical Corp. 
Describes instruments of all types for test- 
ing for dangerous radiation and suggests 
groupings of units for specific industrial 
applications. 

Circle No. 261 
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